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Holidays are of short enough duration for most people : iy 
and it’s surprising how many holiday-makers have them ; 
spoilt by petty illnesses which are due to the sudden 
change in their conditions. Irritability, headaches, effects ee a8 
of heat, sunglare headaches, seaside rheumatic twinges, aches and pains, sleeplessness (often due to change of environ- | ; 
ment), sea-sickness when atrip is taken, all these irritating complaints occur. They are petty enough in themselves ii 
yet sufficiently aggravating to spoil a holiday entirely. It may be news to many, nevertheless it is a fact, that if you carry “a 
' @ some ‘ASPRO’ tablets in your bag you can protect yourself against these complaints. Just take two tablets at the first appear- | 4 
; ance of illness and in the majority of cases you will get speedy relief, your pain will go. your nerviness will be soothed away i 


and, in the case of sleeplessness, you will obtain sweet, refreshing sleep. Thousands of your fellow citizens can testify to these facts so you take no risk 
when you try ‘ASPAO.’ Maks sure you take ‘ASPRO’ with you on your holiday. You will help yourself and your friends. Remember it’s a definite fact that 


WILL KEEP 


puttin 


PAIN OUT 
your 


NURSE RECOMMENDS SLEEPLESSNESS IMMEDIATE ‘ASPRO’ carcu 
ASPRO'FOR PAINS IN HEAD PAIN“-RELIEP 


ln of water make an 
excellent gargle for sore throat, 


RHEUMATISM OVERCOME _ 
Dear Sirs, Reading. and act as a 
Dear Sir, Marlow, Bucks. 17, Durban Street. _ Just @ few words of praise for ; deterrent. 
You may be interested to know the high Dear Sir, Worcester, Cape Province 45PRO’. I had some teeth extracted 
opinion t have of your “ASPRO' Tablets, I suffer from severe painsinthe head 2nd for three days I had untold agony 
they are indeed wonderful. and sleeplessness. ‘ASPRO’ soothed through aching gums and someone 


So many patients ask meto recommend the pain in the head and gave me suggested “ASPRO’ and th 
them something to relieve pain or rheuma- sound sleep. I'll never be without gave neabacal bacon © first two 
tism, and often times, neuralgia. and so I ‘ASPRO’ and will recommend it to all I : : 
always say that ASPRO’ Tablets are the sufferers. Sincerely yours, am, Yours truly, 
best | know on the market. P. A. WILLIAMS. V. WITHERS. 
Yours faithfully, 


TRY FOR 


‘ASPRO’ consists of the purest Acetyl- 


: Mrs. L. K. tes from Bisho IN FLUENZA COLDS RHEUMATISM salecy lic Acid that has ever been known to 
thought take. the pleasure in HEADACHES LUMBAGO ALCOHOLIC Medical Science, and its claims are 
writing to say that I think “ASPRO' Tablets SLEEPLESSNESS IRRITABILITY AFTER EFFECTS pertority. 
are wonderful things. Why I am writing NEURITIS PAINS PECULIAR Made in England by 
this is because my husband has suffered a OR INSOMNIA ASPRO Limited, Slo , Bucks. 
some and he says he feels twice the man 9 ine NERVE SHOCK | MALARIA No proprietary right fe ciekead in the 
now.’ TOOTHACHE ASTHMA method of manufacture or the formula. 
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For Complete Assurance ssw ras: cust cour, wner 


all the amenities which made this the 


of Holida y Enjoym ent pre-eminent Jewish Guest House, are now 


supplemented by a 
host of exclusive T h € N ew 


features resulting 
from extended accommodation and EAS , CLIFF URT 


improvements. Write to Mrs. A. Morris, 


or phone Bournemouth 4545 for full details. y a BOURNEMOUTH 


Whatever the weather—MERIVALE! ® Increased accommodation. 60 Bedrooms, @& A Cuisine of unapproachable excellence: 

® Hot and cold sea water in all Bathrooms. & Ballroom and Sun Lounge. 

The sun invariably shines at Merivale. But © Hot and cold water in every room.  @ Passenger Lift. 

happiness at Merivale is not dependent upon © Central Heating throughout. 

climatic vagaries. Whatever the weather, 

Merivale assures you of constant diversion. yl 

“Boredom” find in its bright 


‘ 
K 


H O LI D AY ‘Phone: 2890 Props.. Mr. & Mrs. Grossman 
AT 


HINTON 


and all indoor 
AT 
BOURNEMOUTH & 


Facing Westelift 


Lift, Sea and Pier 
Strictly Kosher. 


amusements 
@@ 


BOOK 

| ANGEME 


3 Only Orthodox House facing the pier. Central heating. H. &c. running water in al! 
: : UPPER TERRACE ROAD. bedrooms. All Balcony bedrooms overlooking the sea. Direct entrance trom house to 


; i oe: ROU Dp we FMOUTH 1674. beach and cliffs. Persomal supervision of Mrs. I. ]. Moisa. 
Modern hotel. Everycomfort. Min. Pier. Orthodox. 
FREE CAR SERVICE for COURT HEATA page 


ie i Mr. & Mrs. E. SHAPIRO. 


BOURNEMOUTH 


BEACON HOTEL 


SEA FRONT, BOURNEMOUTH 


Mrs. A. Balon has now acquired the above Hotel (in addition 
to Garthlands Court, Boscombe 997) situated within 10 yards 
of the beach on Bournemouth front. Every bedroom a sea 
view one Bournemouth Pier. Bathing direct from Hotel 


ea. Phone: Bournemouth 1970. 


HOTE 


TELEPHONE - ( ORS). 
BOURNEMOUTH 3706. BOURNEMOUTH | BOURNEMOUTH 1646 


pe and BOURNEMOUTH 365 3 
Recent Extensive Rebuilding and Alterations have now made “Trouville” 


the largest and most up-to-date Orthodox Hotel in the British Isles. 


The Dining Room now Seats 200 Guests. Electric Lift to 
all floors. Roof Garden. Uni , 
Sea Water and Pine Baths. Hot and cold water in all bedrooms. Central saainae akemeniiees 
Large Garage. Nearest Jewish Hotel to Bournemouth Pier and Sea Front. 
Free Daily 


Car Service at stated periods to and from the Pier. 
NIGHT SERVICE. EVERY COMFORT. H. POLAKOFF. 
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FOR ANNOUNCEMENTS OF A 
r 
BIRTHS, MARRIAGES, DEATHS, Etc. Births —(Continued) 
THE PREPAID CHARGE | | 
: : KNEPLER. On the “sth of July. at the 
wa minimum of 10)< for twenty words 5 ty 9 a Downs Nursing Home, to Mr and Mrs 
and 2 for words for less) after. Knepler Nancy Davidson) a son. 
Death and In Memoriam Announce- 14; South-road. Southall? 

ments inserted with mourning border = nad, Southall. 


are charged at double rales. LEWIS.—A daughter was born on Satur- 
F All announcements must be authenti- day, the Ist of August. at Valkvrie 
f cated by the name and address of sender, Nursing Home, Westcliff-on Sea. to 
and should be ssed: THE J Millie nee Tr be W if rf 

CHRONICLE, 47/49, Moor Lane, ed 


Finsbury Pavement, London, E.C.2. 
be RUCK...On Sunday, the 2nd of August, 
4 Telephone. at Church-road, Edgbaston, to Mr. 
: : and Mrs. A. Leon Ruck (Madge 
Insertion of Announcements Cassell), of 2174, Hagley-road, Birming 


rea hi lhe Othce later lhan I] o ky 
Wednesday morning cannot be quaran- 
teed for the current week's issre. 


bam, 16, a son. 
SOLOMONS.-—On the ist of August. to 
Jane (Teff). wife of Phillip Solomons, 


of 24, Portland-avenue, Stamford Hill, 
A son, 


NOTICE 
No advertisement cent fo T ke 
JEWISH CHRONICLE is quarantecd 


be inserted, 


REETINGS 


STEIN.—On Friday, the 8ist of July, at 


Tur JEWISH CHRONICLE reserves the ark rerenure 

right to refuse to insert any adverlise- IN George Stein 

ment, even though accepted and paid Elsie Lisberg), a son. 

for, and to make any alterations u hach TURK A daughter was born at the 


may be necessary in order to mamtain Caerthillian Nursing Home. Ford. 
the standards of Tur CHRONICLE. H J W IS H wvch-road. Lon ion. N.W.2%. on Friday 

Cheques, Postal Orders, ete., should July 2ith, 1996. to Mr. and Mrs. 
be made payable to THE JEWISH : Nathan Turk 


Muriel Jaffé), of 7, 
CHRONICLE, addressed to the 


Park-avenue, Loud m, N.W.10, 
Advertisement Department, and crossed WOOLFE.—-On Sunday, the 2nd of 
Westminster Bank.” August, at the Downs Nursing Home, 


Clapton, to Mr. and Mrs. David Woolfe 

TERMS OF SUBSCRIPTION | to Mr. and Mrs. Davia 
THE JEWISH CHRONICLE will First Issued 1841. Every Friday. 

be sent Post Free to any address at the —o 

{fcllowing rates: 


per six three Barmitzvah. 


annum months months 
LUNZER.— ric A., younger son of Mr 
33 6 H and Mrs. Romie Lunzer, 27, Middleton. 
(‘anada 271 6 10,9 5 6 roa 4 N.W. il. will read the Sidra 


Allsubscriptions are payable in advance. ON “BH PpvwW, August 15th, at the 


Golders Green Beth Hamedrash. 
THE JEWISH CHRONICLE, ngagements. 


47 and 49, MOOR LANE, 
LONDON. E.C.2. ALPREN : PHILLIPS. Evelyn, eldest 


! | daughter of Mr. and Mrs. L. Alpren, 
Telephone: NATIONAL 1933 (4 lines). Uu VV 'Y } li, Speedwell-road, Edgbaston, Bir- 
Telegrams: mingham, to Wilfred G. Phillips, son 


‘5 “ JAECHRON, BARB., LONDON.” 


All communications should 
be addressed to: 


| of Mr. aud Mrs. G. Phillips, 22, 
St. Alban’s-avenue, Chiswick, W.4. 
OF 

Births. (Continued on next page) 

7 ADELSON. — On Sunday, the 2nd of The Jewish Chronicle é’ — - — 
4 August, to Mr. and Mrs. Adelson 


(Hilda Vanger), a son.—1, St. Andrew’s- 


mansions, Clapton. will be issued on 


ARRAM.—On the ist of August, to Mr. | 
and Mrs. R. Arram, a daughter.— id S | | 
132, North End-road, West Kensing- rl ay, eptem er t 
ton, W.14. 


COHEN.—On the 13th of July, at the 
Downs Nursing Home, t» Mr. and 


Mrs. Sidney Cohen (Mabel Hyman), Last Day for Reception of 


57, Craven-walk, Stamford Hill, a 


ae oe Sunday, the 2nd of August, Greetings, Friday, Sept. Ath LIFE - FIRE 


“ MARINE: ACCIDENT 
to Nina (née Nabarro), wile of 


Montague H. Cohen, eon. — 138, BURGLARY :- MOTOR 
. Golders Green, Readers Abr oad Please N ote. 


N.W.11L, 


Comprehensive policies 
GROMAN. — On Tuesday, the 4th of 
August, to Mr. and Mrs. Groman ” 


(Gertrude Silver), a daughter (Shirley S ] f Ch a ASSETS EXCEED £30,000,000 
Avn).—2, Digby-road, N.4, | caie O arges 


Joi Serve rand, G]- for 20 words (or less), and ASSUBANCE CO. LTD 

daughter. 2/ : for each additional 6 words CHAI\MAN: LIONEL N. de ROTHSCHILD, 0.8.E. 
HYAMS.—On the 4th of August, 1936, to 

Mr. and Mrs. Harry Hyams (Cécile (or less). Head Office: Bartholomew Lane 


Franks), a son. — 14, Vincent-court, J 
Green-lane, Hendon. 


JACKSON. — On Sunday, the 2nd of 


London, E.C.2 


All (which tb id) should b 
August, 1936, at the Downs Nursing announcements (whic must prepaid) snoul ¢ ESTD. 1824 
Home, Clapton, to Mr. and Mrs. addressed to the Manager, Ofiices of “The Jewish Chronicle, nw 


Louis Jackson (Lily Fellner), of 365, 


47 & 49, Moor Lane, London, E.C.2., 
High-road, Balham, 8.W.12, a son, . 
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For Complete Assurance suv vase cur cos, 


all the amenities which made this the 


of Holida y Enjoyment pre-eminent Jewish Guest House, are now 


supplemented by a 
host of exclusive T h € N € w 


amodation tad CLIFF COURT 
from extended accommodation and EAST 
or ‘phone Bournemouth 4545 for full details. y a BOURNEMOUTH 


-~ improvements. Write to Mrs. A. Morris, 
Whatever the weather—MERIVALE! =m tacreased accommodation. 60 Bedrooms, @ A Cuisine of unapproachable excellence- 
® Hot and cold sea water in all Bathrooms. & Ballroom and Sun Lounge. 


i | Lift. 
The sun invariably shines at Merivale. But Hot assenger 
happiness at Merivale is not dependent upon ghout 


climatic vagaries. Whatever the weather, AY ag iH at 
Merivale assures you of constant diversion. M aA a 


Boredom finds no place in its bright BOURNEMOUTH iphones: 744: Visitors’ Line 


vocabulary. General Manager. 


HOLIDAY 


HINTON COURT 


BOURNEMOUTH | 
STEEL'S 


‘Phone: 2890  Props.. Mr. & Mrs. Grossman 


For DANCING, TENNIS 
and all indoor 
amusements 


Facing Westcliff 


Lift, Sea and Pier 
Strictly Kosher. 


Sea Water Baths, Running Water. 
SPECIAL ARRANGEMENTS FOR 


YOUNG PEOPLE. "PHONE: 2890 


2 y Bournemouth MARIN COURT, 5, The Marina, Sea Rd. 
Refurnished & redecorated. Tel.: Boscombe 364. 
; Only Orthodox House facing the pier. Central heating. H. & c. running water in al! 


bedrooms. All Balcony bedrooms overlooking the sea. Direct entrance trom house to 


OU we OUTH 1674. beach and cliffs. Persomal supervision of Mrs. I. Moisa. 


Modern hotel. Everycomfort. Min. Pier. Orthodox. . 


Mr. & Mrs. E. SHAPIRO. BOURNEMOUTH 


BEACON HOTEL 


SEA FRONT. BOURNEMOUTH 


Mrs. A. Balon has now acquired the above Hotel (in addition 
to Garthlands Court, Boscombe 997) situated within 10 yards 
of the beach on Bournemouth front. Every bedroom a sea 
view eres Bournemouth Pier. Bathing direct from Hotel 


o Sea. Phone: Bournemouth 1970. 


HOTE 


TELEPHONE - (visiTORS). 


BOURNEMOUTH 3706. BOURNEMOUTH ic46 


R aor and BOURNEMOUTH 3653 
ecent Extensive Rebuilding and Alterations have now made “Trouville” 


the largest and most up-to-date Orthodox Hotel in the British Isles. 


The Dining Room now Seats 200 Guests. Electric Lift to all floors. Roof Garden. 
Uni Ball 
Sea Water and Pine Baths. Hot and cold water in all bedrooms. . Central Heating throusheut 
Large Garage. Nearest Jewish Hotel to Bournemouth Pier and Sea ront. 


Free Daily Car Service at stated periods to and from the Pier. 
NIGHT SERVICE. EVERY COMFORT. H. POLAKOFF. 


* 


: | 
le 
| 
t Be 
| 
| 
i BOOK 
aes 
- 
far see page 
ist 
| 
| 
in! 
= | 
4 


+ 


FRIDAY, 
AUGUST 7 
1936 
AV 19 
£696 


Ninety- Fifth 


FOR ANNOUNCEMENTS OF 
BIRTHS, MARRIAGES, DEATHS, Etc. 


THE PREPAID CHARGE 


is a minimum of 10 « for twenty words 
and @/- for six words (or less) after. 

Death and In Memoriam Announce- 
ments inserted with mourning border 
ore charged at double rates, 

All announcements must be authenti- 
cated by the name and address of sender, 
and should be addri ssed: THE J 
CHRONICLE, 47/49, Moor Lane, 
Finsbury Pavement, London, EC... 
Advertisements cannot be accepted by 

Telephone. 

Insertion of Announcements wu hich 
reach the Othice later than I1 o'clock 
Wednesday morning cannot he quvaran- 
teed for the current week's weve. 


NOTICE 

No advertisement sent to THE 
JEWISH CHRONICLE is quaranteed 
to be inaerled, 

Tue Jewisn CHRONICLE reserves the 
right to refuse to imsert any advertise- 
ment, though accepted and paid 
for, and to make any alterations which 
may be necessary in order to maimtain 
the standards of Tur JEwWist CHRONICLE. 

Cheques, Postal Orders, ete., should 
he made payable to THE JEWISH 
CHRONICLE, addressed to the 
Advertisement Department, and crossed 
“ Westminster Bank.” 


TERMS OF SUBSCRIPTION 
THE JEWISH CHRONICLE will 
be sent Post Free to any address at the 
{fc llowing rates: 
per six three 
annum months months 
United Kingdom 21/- 10/6 5/3 
Foreion & Colonial 23/6 11/9 6/;- 
Canada 21/6 10/9 5/6 
All subscriptions are payable in advance. 


All communications should 
he addressed to: 


THE JEWISH CHRONICLE, 
47 and 49, MOOR LANE, 
LONDON, €.C.2. 
Telephone: NATIONAL 1933 (4 lines). 
Telegrams: 
“JAECHRON, BARB., LONDON.” 


Births. 


ADELSON. — On Sunday, the 2nd of 
August, to Mr. and Mrs. Adelson 
(Hilda Vanger), a son.—1, St. Andrew’s- 
mansions, Clapton. 


ARRAM.—On the ist of August, to Mr. 
and Mrs. FE. R. Arram, a daughter.— 
132, North End-road, West Kensing- 
ton, W.14. 


COHEN.—On the 13th of July, at the 
Downs Nursing Home, to» Mr. and 
Mrs. Sidney Cohen (Mabel Hyman), 
57, Craven-walk, Stamford Hill, a 
dauyliter. 


COHEN.—On Sunday, the 2nd of August, 
to Nina (née Nabarro), wife of 
Montague H. Cohen, a fon. — 13, 
Beechcroft -avenue, Golders Green, 
N.W.AL. 


GROMAN.— On Tuesday, the 4th of 
August, to Mr. and Mrs. Groman 
(Gertrude Silver), a daughter (Shirley 
Aun).—2, Digby-road, N.4, 


EERMAN.—On Wednesday, the 29th of 
July, at 22, Sarre-road, Hampstead, to 
Neatha, wife of N. Lionel Herman, a 
daughter. 


HYAMS.—On the 4th of August, 1936, to 
Mr. and Mrs. Harry Hyams (Cécile 
Franks), a son. — 14, Vincent-court, 
Green-lane, Hendon. 


JACKSON. — On Sunday, the 2nd of 
August, 1936, at the Downs Nursing 
Home, Clapton, to Mr. and Mrs. 
Louis Jackson (Lily Fellner), of 36, 
High-road, Balham, 8.W.12, a son, . 
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First Issued 1841. 


Every Friday. 
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ew Year 


The 


Number 


OF 
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will be issued on 


Friday, September 


Last Day for Reception of 
Greetings, Friday, Sept. 4th 


Readers Abroad Please Note. 


Scale of Charges: 


6/- for 20 words (or less), and 
2/-for each additional 6 words 


(or less). 


All announcements (which must be prepaid) should be 


addressed to the 


Manager, Oftices of “The Jewish Chronicle, ’ 
47 & 49, Moor Lane, London, E.C.2, 


(SEE PAGE. 7) 


Births —(Continued) 


KNEPLER.—On the 28th of July, at the 
Downs Nursing Home, to Mr. and Mrs. 
5S. Knepler (Nancy Davidson), a son.— 
14, South-road, Southall. 

LEWIS.—A daughter was born on Satur- 
day, the Ist of August, at Valkyrie 
Nursing Home, Westcliff-on-Sea, to 
Millie (née Trobe}, wife of Alfred 
Lewis. 

RUCK.--On Sunday, the 2nd of August, 
at 9, Church-road, Edgbaston, to Mr. 
and Mrs. A. Leon Ruck (Madge 
Cassell), of 217A, Hagley-road, Birming- 
ham, 16, a son, 

SOLOMONS.—On the ist of August. to 
Jane (Teff), wife of Phillip Solomons, 
of 24, Portiand-avenue, Stamford Lill, 
son. 

STEIN.—On Friday, the 3ist of July, at 
Nirvana,’’ Rathdown-; ark, Terenure 
Dublin, to Mr. and Mrs. George Stein 

Kilsie Lisberg Son. 

TURK.--A daughter was born at the 
Caerthillian Nursing Home, Ford- 
wych-road, London, N.W.2, on Friday, 
July 2ith, 1996. to Mr. and Mrs. 
Nathan Turk (Muriel Jaffé), of 7W, 
Parkavenue, Loudon, N.W.10. 

WOOLFE.—-On Sunday, the 2nd of 
August, at the Downs Nursing Home, 
Clapton, to Mr. and Mrs. David Woolfe 
‘Kitty Beber), of 88, Linkside, North 
Fiachlev, a son. 


Barmitzvah. 
LUNZER.— Eric A., younger son of Mr. 
and Mrs. Romie Lunzer, 27, Middleton. 
road, N.W.11, will read the Sidra 
“5 August 15th, at the 
Golders Green beth Hamedrash., 


Engagements. | 
ALPREN : PHILLIPS. —- Evelyn, eldest 
daughter of Mr. and Mrs. L. Alpren, 
li, Speedwell-road, Edgbaston, Bir- 
mibgham, to Wilfred G, Phillips, son 
of Mr. and Mrs. G. Phillips, 22, 
St. Alban’s-avenue, Chiswick, W.4. 


(Continued on next page) 


- — -- 


LIFE FIRE 


MARINE ACCIDENT 


BURGLARY -MOTOR 
ETC. 


Comprehensive policies 
for dwelling houses 


ASSETS EXCEED £30,000,000 


ALLIANCE 


ASSURANCE CO. LTD 


: LIONEL N. de ROTHSCHILD, 0.8.E. 
Head Office: Bartholomew Lane 
London, E.C.2 
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Engagements — (Continued) 


DICKEY : HOOKER. — Frances, second 
daughter of Mr. and Mrs. M. Dickey, 
of 13, Harrington-road, Leytonstone, 
to Israe!, eldest son of Mr. aud Mrs. J. 
Hooker, of 53, Hoxton-street, N.1. 


HYAMS: JAY.—Dinah, younger daughter 
of Mr. and Mrs. J. Hyams, 25, Dunbar- 
road, Forest Gate, E.7, to Harrv, 
eidest son of Mr. and Mrs. 8. Jay, 
168, Southwark Park-road, London, 
S.E.16. 


JACOBS : MASS.—Celia, youngest 
daughter of Mrs. and the late Mr. J, 
Jacobs, 44, Grange-road, West Birken- 
head, to Solly (Sonny), youngest son 
of Mrs. and the late Mr. Il. S. Mass, 
55, Devon-street, Liverpool. 

LADDIE : WOOLFSTEIN.. Hettie, danghter 
of Mr. and Mrs. J. Laddie, 62, 
Britannia-roai N., Southsea, to 
Abraham, son of Mrs. and the late 
Mr. 8S. Woolfstein, 50, Taplow flats, 
Shoreditch, E.2. 


IEAMAN : FELIXSON.—Rose, youngest 
daughter of Mr. ani Mrs. Leaman, 
21, Newick-road, Clapton, to Michael, 
son of Mrs. and the late Mr. J. Felix 
son, 159, Commercial-street, E.1. 

WUSLIN : LIPMAN. — youngest 
daughter of Mra. and the late Mr. B. 
Muslin, 2, Clavering-avenue, Barnes, 
to Ben., only son of the late Mr. and 


Mrs. A. Lipman, 65, Chandos-road, 
N.W.2. 
Marriages. 
KLEIN : MILLER.—On Sunday, the 2nd 


of August, 1936, at the Brondesbury 
Synagogue, Dr. Louis Kiein to Miss 
Phyllis Miller. 


Silver Weddings. 
SILVER: LESSAR.—On the 6th of 
August, 1911, at Philpot-street Syna- 
gogue, E.1, Louis Silver to Sarah 
Lessar, of Manchester,—29, Southamp- 
ton-street, W.1. 


Deaths. 

COHEN.—On Wednesday, the 29th of 
July, suddenly, in bis 64th year, Jacob 
Cohen, of 277, Pershore-road, Edg- 
baston, Birmingham; beloved husband 
of Sarah and devoted father of Annie 
(Mrs. N. Stalbow, London), Florence 
(Mrs. M. A. Shreider, London) and 
Nellie. Deeply mourned by his sor- 
rowing wife, children, sons-in-law, 
grandchildren, relatives and friends. 
May his dear soul rest in everlasting 
peace. 

COHEN.—On Sunday, the 2nd of August, 
Sarah Cohen, aged 72, to the great 
sorrow of her devoted daughter, Mrs. 
M. Moseley (of 5, Dunsany-road, Brook 
Green), hersons “Bob’’(of Brook Green) 
and Will. Cowan (of 1, Troutbeck- 
New Cross), daughter-in-law Ethel, 
and loving grandchildren Hilda, Irene, 
Arthur and Stanley. Deeply loved 
and truly mourned. Shiva at 5, 
Dunsany-road, Brook Green, W.14. 


SECURITY | 
is the Test of a 
Reliable Memorial 


_ This can only be 
| obtained by a sure 


foundation, and 
there none 
better than our 


Patent Steel 
Lined Plinth. 


The Longer it Stands 
the Greater the 
Strength. 


HARRIS & SON 


Monumental Craftsmen, 
216/218, Mile End Rd., E.4 


Opposite STEPNEY GREEN Underground 
Telephone STEPNEY GREEN 2326-3 lines 


THE JEWISH 


Deaths — (Continued) 
COHEN.—On the 3rJ of August, Hyman 


Cohen, suddenly, aged 59. Deeply 
mourned by his heartbroken wife 


Bertha, sors Rudolph and Jack, 
daughters Jane, Sadie and Essie, 


dauubter-in-law Alma, sons-in-law 
Mark and Sam, and grandchildren. 
May his dear sou! rest in everlasting 
peace. Shiva at 73, Warrington-cres- 
cent, Maida Vale, W.9. 

DANIELS (Cleps).— On the lst of August, 
19.6, Harry Daniels, of 82, High-street, 
E.8, darling and beloved husband of 
Alice (née Ilart) and devoted father of 
““Alf.”? Deeply mourned by his broken- 
hearted wife and sorrowing son. 
Never to be forgotten while life lasts. 
God rest his dear soul. 

DANIELS (Cleps).—On the Ist of August. 
Harry, the dear brother-in-law and 
sincere friend of Mrs. Ray Lyons. 
Deeply regretted. Never to be for- 
gotten. God rest his dear soul. 

Dani- Ls (Clep*.—On the Ist of August, 
Harry, the devoted brother-in-law of 
Mr. and Mrs. Arthur Jacobs. Mourned 
by them and by their children David 
an! Anita. May his dear soul rest in 
everlasting peace. 

FREEWVAN.—On the 4th of August, 1936, 
in London, Myer Freeman, dearly 
beloved husband of Esther Freeman. 
Deeply mournel by his sorrowing 
wife, sons Lewis and Gabriel, 
daughters Ethel, Leah and Beaty, 
and grandchildren. May God rest his 
darling soul in everlasting peace. 
African papers please copy. 

GOLDFINGER®. On the 30th of July, 
at Belfast, Maurice Goldfinger (late 
of 48, Bell-street, Manchester), the 
dearly belove! and only sou of Max. 


and Fanny Goldfinger. Deeply 
mourned by his heartbroken and 


sorrowing parents and sisters Celia 
and Rose. May his soul rest in peace. 
American papers please copy. 

GOLDFINGER.—On the 30t of July, 
at Belfast, Maurice Goldfinger, late of 
48, Sell-street, Manchester, the dearly 
beloved and only brother of Annie. 
Deeply mourned by his sorrowing 
sister, brother-in law Joe, and nephew 
Bernard, of 154, Perth-street West, 
Hul'. May his dear soul rest in 
peace. 

GOORVITCH.—On the Ist of August, 1936, 
Alice, beloved wife of Samuel Goor- 

‘viteh, mother of Debby, Ada, Ray and 
Sybil. Deeply and sincerely mourned 
by her husband, daughters and grand- 
son. Gone from our sight bat 
enshrined in our hearts. God rest her 
dear soul. Shiva at 86, Highbury 
New-park, N.5. 

HASTINGS (Friesner).—-On Sunday, the 
2nd of August, at Rivkah,”’ Werring- 
ton-road, Bucknell, Stoke-on-Trent, 
‘Becky,’ beloved wife of Arthur 
Hastings. Deeply mourned by her 
sorrowing husband, sisters and 
brothers. May her dear sou! rest in 
everlasting peace. 

HASTINGS (Friesner).—On Sunday, the 
2nd of August, at ** Rivkah,’’ Werring- 
ton-road, Buckual!l, Stoke-on-Trent, 
‘‘Becky”’ Hastings. Deeply mourned 
by her sister Leah and brothers “Aby,”’ 
Victor and “ Hymie”’ (Derby). God 
rest her soul in everlasting peace. 

HASTINGS (Friesner).-On Sunday,the 2nd 
of August, ‘*‘ Becky’’ Hastings, beloved 
sister of Mrs. Klahr. Deeply mourned 
by her brother-in-law Julius, and 
nephew Laurie. — Lauriston,” 
Leicester-road, Salford, 7. 

KINDLER.—On Thursday, the 30th of 
July, Jane, beloved wife of Isaac 
Kindler. Sadly missed by her dear 
husband, brothers-in-law, sisters-in- 
law, nephews, nieces and a large circle 
of relatives and friends.—391, Bury 
New-road, Higher Broughton, Man- 
chester. 

LEVI.—Ono the 3rd of August, Rachel, 
widow of the late Reuben Levi. Deeply 
mourned by ‘“‘Micky” Louis and the 
children.—99, Camp-road, Leeds. 

MARTYN.—On the 2nd of August, 
Gerald Myer Martyn, at 31, Cecil-road, 
Walthamstow, in his 35th year, beloved 
husband of Rebecca and devoted father 
of Herman and Basil; son of Mrs. LL. 
Marchinski. Deeply mourned by his 
wife, sons, mother, brothers, sisters 
and other relatives, and a large circle 
of friends. Shiva at 34, Gresham- 
gardens, Golders Green, N.W.11, 


NADLER.—On the 19th of July, 1936, 

Mrs. Annie Nadler (née Wolfish, of 
Vilna), aged 56. God rest her dear 
soul. Deeply mourned by her daugh- 
ter, Sylvia Nadler, c/o 69, Sydner- 
road, Stoke Newington, London, N.16, 
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NYMAN.—On Saturday, the Ist of 
August, Annie, widow of David 
Nyman, at 18, Cavendish-road, Bron- 
desbury. Deeply mourned by her 
sons, daughters,sons-in-law,daughters- 
in-law, grandchildren, relatives and 
friends. May her dear soul rest in 
everlasting peace. 


PAYN2.—On Thursday, the 23rd of July, 
Betty Payne, the dearly beloved wife 
of Sid Payne, and sister of Kitty and 
Belle Raichak. A dear soul taken 
from us that can never be forgotten. 
Deeply mourned by her relatives and 
friends and all who knewher. May 
her dear soul rest in peace.—20s, 
Evering-road, E.8. 

Payneé.—On Thursday, the 23rd of July, 
Betty Payne, the belovel and devoted 
sister and sister-in-law of Harry avd 
Frances Richards. Her life was short, 
bat her memory will live for ever.— 
641, Chiswick-village, W.4. 


Payxe.—On Tharsday, the 23rd of Jaly, 
Betty Payne, the beloved niece of 
Mrs. S. Ford and cousin of Martin, 
Ilelen, Harold and Nan. Our thoughts 
will always be of her. May her dear 
soul rest in peace. —74, Anson-road, 
N.W.22. 

PAYSE.--Ou Thursday, the 23r1 of July, 
at 208, Evering-road, Betty, the be- 
loved daughter-in-law of Mrs. 8&8. 
Payve and sister-in-law of Laurie and 
Norman, 46, Lauderdale - mansions, 
W. Her love was for all. May God 
grant her dear soul everlasting peace. 


PRESKY.—On Saturday, the lith day of 
Av, Zipra Miriam Presky, beloved wife 
of Joseph Samuel. Deeply mourned by 
her sons, daughters, daughter-in-law, 


intended daughter-in-law, grand- 
children, parents, brothers and 
sisters. God rest her soul in peace. — 


154, Roman-road, Bow, E.3. 

PRESKY.—On Saturday, the Ist of 
August, 1936, Zipra, beloved sister of 
Tobias Presky. Deeply mourned by 
her brother, sister-n-law, nephews 
and nieces.—106, Windsor-road, Forest 
Gate, E.7. 

ROSEN.—On Thursday, the 30th of July, 
1936, Nathan Rosen, the very beloved 
husband of Hinda Rosen and dear 
father of Braham, Jessel, Queenie 
Goldstein, Ella Schotz and Olga 
Jacobs.—12, Woodville-road, Ealing, 
London, W.5. 


SAMUEL.—On the 3th of July, 1936, 
Sarah, beloved wife of Jack Samuel. 
Deeply mourned by her brothers 
Louis, Fred., Harry and Monty Pozner, 
and her sisters Annie, Mrs. A. Leibler, 
Mrs. 8S. Polak, Mrs. G. Whiting and 
Mrs. H. Webster, and by nephews and 
nieces. 


SAMUELS.—On the 3ist of July—Av 
12th, on her 46th birthday, aftera 
brief illness, Rosie, beloved wife of 
Lewis Samuels. Deeply mourned 
by her grief-stricken and devoted 
husband and children, Dollie, 
Myer, Harry, Leo, Bernard and 
Anita, sisters, son-in-law, daughter- 
in-law, mother and father-in-law 
and relatives. Her memory will be 
cherished by ail as a magnificent 
wife, mother, and perfect example 
of wisdom and beauty. Her sweet 
presence is gone from our midst 
but never from our hearts. May 
the Almighty grant everlasting 
peace and rest to her dear soul, 
In the midst of life we are in death. 
—'*Roseleigh,” 437, Cheetham 
Hill-road, Manchester. 


£AMUELS.—On the 3ist of July, Rosie 
Samuels, sister-in-law of Harry Levy. 
— 6, Hereford-drive, Sedgley Park, 
Prestwich, Manchester. — 


SAUL.—On the 30th of July, 1936, Dr. 
Victor 8. Saul, in his 69th year. Deeply 
mourned by his devoted wife, sons and 
daughter-in-law, —18, Argyle - road, 
Soutbport. 

SHAFFER.—On Friday night, the 31st of 
July, 1935, Rachel Shaffer, widow of 
the late Nathan Shaffer. Deeply 
mourned by her sons, Harry, Louis, 
Jack, daughters Edith and Florrie, 
brother H. L. Rosenthall, sons-in-law, 
daughters-in-law, grandchildren, rela- 
tives and friends. May her dear sou! 
rest in .—17, Cunningham-court, 


Maida Vale, W.9. 
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In Memoriam. 


COWAN.—In memory of Pauline. Alec, 
and Theo. 


MARGOLIS.—In loving memory of Golda, 
who passed away August 16th, 1933— 
24th of Av. Gone buat not forgotten, 


MONK.—In loving memory of our dear 
husband and father, Hyman Monk, 
who passel away August 7th, 1933, 
God rest his dear sou! in peace. 

MOUND. —In loving memory of our dear 
husband and father Willie, who 
passed away August 20th, 1935—Av 
Qist, 5695. Never forgotten by his 
wife Bessie, and daughter Joan.—- 
Moundview,”’ Edgware. 


SCHAVERIEN.—In memory of our 
belove! mother, Sarah Schaverien, 
who passed away August 12th, 1932, 
and of our beloved brother, Lewis 
Schaverien, who died August 5th, 1931. 
Deeply mourned.—Mrs. 8S. Nathan, 
47, Egerton-road, and Mrs, J. 
Emauuel, 162, Clapton-commopn, E.5. 


SHERMAN.—In loving and sacred 
memory of our darling parents, Mark 
aud Kate Sherman. Loving memories 
cherished by their devoted daughters. 
—14, Talbot crescent, Hendou, N.W.4. 


WEISS.—To the unfading memory of 
our dear mother, Olga Weiss, who 
passed away August Lith, 1935. Sadly 
missed by all.—227, Heywood-street, 
Mauchester, 8. 


‘Tombstones to be Set 


PEARL. — The tombstone in loving 
memory of the late Isidore Isaac 
l’ear! will be consecrated at Urmston 
Cemetery on Sunday, August 16th, 
at 12 o'clock. 


~ — 


‘Thanks for Condolence 


Jack Samue', sons and daughiers-in-law, 
wish to thank all relatives and friends 
for kind expressions of sympathy 
and condolence shown in their sad 
bereavement.-29, Hendon-way, N.W.2, 


NATIONAL SOCIETY OF DAY NURSERIES. 
KNITTING GUILD has been 
formed in connection with this 

Society. Babies’ vests, coatees, jerseys, 

knickers, urgently wanted. Please ask 

for particulars from the 
Hon. Mrs. DARCY HART, 
18, Pembridge-gardens, 
London, W.2. 


~ 


BOARD FOR THE AFFAIRS OF SHECHITA, 

NOTICE TO THE JEWISH PUBLIC, 

Nee IS HEREBY GIVEN that 
J. MYERS, 


of 
57, Kensington Park-rd., Notting Hill, W.11 
do not bold the Licence of the Board of 
Shechita, and the Beth Din therefore 
do not hold themselves responsible for 
the Kashrus of the meat, poultry, etc., 
sold by the said J. & H. MYERS. 
By Order, 
SIMON MYERS, 
Investigating Officer, 
55, Aldgate High-st., E.C.3. 
July, 1986—A¥, 5696. 


BANQUET 
Westminster 


Palace Rooms 


Ideal Catering 


Ideal Surroundings 


creates the 


Ideal Spirit for a 
Successful Function 


BOOK NOW 


Victories 3382/3 - - 
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SOUTHPORT HEBREW CONGREGATION, 
Arnside-road. 

invited for the post 

of Chazan, Shochet, Teacher, Baal 

Koreh. — Apply President, 5. Claff, 

Heathroyd, Alexandra-road, Southport. 


HE Management of the Sandring- 
ham Hotel, Torquay, wish to 
announce they have withdrawn from 
the Kedassa and are now solely under 
the supervision of the Kashrath Com. 
mission. 


Educational 


Situations | Minimum 4 lines 7/6 
Wanted. } Each succeeding line 1/6 

Situations ) Minimum 4 lines 8/ 
Vacant. Each succeeding line 2/- 


CHILDREN 


and Mrs. S. M. HARRIS accept 


Mr. 


children, Boys and Girls, for long or 


short periods. Delicate children a 
speciality. Education in conjunction 
with Glendale College. 

Applications to 


16, BRITANNIA RD., 


WESTCLIFF-ON-SEA, 
Telephone: 4894 SOUTHEND. 


Highbury Jewish Training College 
for Nursery Nurses (A.N.T.C.). 


Students received from 16 years. 
Courses one to two years accord- 
ing to age and experience. Fees £52 
per annum. Children in residence 
aged ten days to five years. A valuable 
and interesting training. Apply: 

Matron, 30/32, Highbury Grove, N.5. 


& 
MATRICULATION. 


ist M.B.. Scholarships, ete. Private 
coaching by experienced University 
Honours Graduate Tutors. Students 
visited, received, day or evening.— 
Varsity Tutors, Fulwood House, High 
Holborn. Te!l.: Chancery 8986. 


- 


OUTHEND Grammar School, Prittle- 
well-square ; opposite Cliff Band. 
siand and 1 minute from Synagogue; 
boys’ and girls’ holidays; 25s. weekly 
inclusive; any age from 3 to 17 years. 


— 


Situations Wanted 
Minimum 4 lines 7/6 
tach succeeding line 1/6 


PROFESSIONAL 


KADER, with best recommendations 


and certificates (Continent and 
England), st free for High Festivals. — 
Address, ¥.069, Jewish Chronicle. 
COMMERCIAL 


ADY Accountant-Secretary (29) seeks 
responsible post. A/‘ca to 
shorthand, typing; take charge of small 
office and work ‘on own initiative if 
necessary. Advertising, selling, cost- 
ings, statistics, organisation. Good 
appearance and personality; ex. refs. 
Can anyove offer remunerative job ?— 
Address, 9,034, Jewish Chronicle. 
PPORTUNITY to prove ability 
required by young man (22), of good 
education and appearance, who seeks 
position as junior traveller for reputable 
wholesale house, or alternatively, 
reliable agencies on commission. Some 
previous experience on South Wales 
ground, drives own saloon car; go anv- 
where; highest references. — Address, 
9,001, Jewish Chronicle. 


DOMESTIC 


ng desires position as house-keeper 

to widower or bachelor, or com- 
panion to lady; London preferred ; good 
cook aud manager. — Address, 8,976, 
Jewish Chronicle. 


7: toe Ladies who need North country 


maids, 16-50, from distress areas, 
write Newcastle Domestic Agency, 8, 
Grainger-st., Newcastie-on-Tyne. 26891. 


MEMORIALS 


in Stone, Marble and Granite, erected in 
all Cemeteries. 


B. S. Polack, 


‘Montagu Road, Upper Edmonton, N.18, 
-Established nearly balf-a-Century. Best 
Material and Workmanship. All work 
‘securely fixed. Medal & Diplomaawarded 
"Phone: Tottenham 1678. 


Situations Vacant 


Minimum 4 lines 8/- 
Each succeeding line 2/- 


PROFESSIONAL 


Organisation: (a) Qualified 
Accountant, thoroughly experienced, 
including correspondence and reports. 
Salary according to qualifications and 
experience (possibly £350 p.a.} 

(b) Clerk, experienced in book-keeping 
and Income-Tax. Shorthand - Typing 
an advantage but not essential. Salary 
£150 p.a. — Address, 9,120, Jewish 
Chronicle. 


COMMERCIAL 


RIGHT jun. shorthand typist (fem. 
some experience, used to telephone’ 
Good salary, five day week, Holydays 
free. Apply with references.—Address, 
9,118, Jewish Chronicle. 
; APERLIENCED Saleslady and win- 


dow dresser for costumiers.—369, 
Queen’s-road, Upton Park, E.13. 
experienced, young man 


required by Japanese merchants. 
Take charge orders, despatch and stock. 
Ex. prospects for suitable applicant. 
Full details. Address, 9,117, Jewish 
Chronicle. 
ANTED, well educated shorthand. 
typist (25-30 years, British), prefer- 
ably with good knowledge of German; 
permanent position, short hours.— 
Address, 9,057, Jewish Chronicle. 
OMEN leather handbag makers: 
improvers, also learners, for high- 
class trade.—J. T. Cussans & Co., 23, 
Middle-street, Long-lane, E.C.1. 


DOMESTIC 


APABLE person take charge small 
Fiat; family two; plain cooking; 
25s. week; references. — Dudkin, 36, 
Tisbury-road, Hove. 
OOK (orthodox) wanted ; assist light 
duties; two maids kept; refer- 
ences essential. State age and experi- 
ence.—Mrs. C. Winstone, 41, Broom- 
grove-road, Sheffield, 10. 


Medical, &c. 
Minimum 4 lines 8/- 
Each succeeding line 2/- 


ILABETES MELLITUS (Sugar 
Diabetes).—Remarkable pew treat- 
ment discovered, obviating injections. 
Stamped envelope for Book, ** Diabetes 
and its Cure,” from James Williamson, 
F.C.8., 7, Oakland-road, Liverpool, 19. 


Articles Wanted 
Minimum 4 lines 8/- 
Each succeeding line 2/- 


ANTED, National or Remington 

Cash Register ; reliable machine: 
pay reasonable cash price.—Address, 
9 O11, Jewish Chronicle. 


Articles for Sale 
Minimum 4 lines 8/- 
Each succeeding line 2/- 


ARMONIU M8, secondhand ; in good 

order: known makers; from 35s. 

to 5 gns.; suitable for Synagogues,— 
Milgrom Pianos, 28, Mile End-road, E. 


Furnished Rooms to Let 


Minimum 4 lines 8/- 
Each succeeding line 2/- 


URNISHED double room with small 
sitting-room ; also single room; 
meals optional; near Willesden Green 
Stn., N.W.2.--Address, 8,981, Jewish 
Chronicle. 


Business Premises and Shops 
to be Let or Sold 


XFORD CIRCUS.—For all available 

showrooms, offices and workrooms, 
apply EDWARD ERDMAN & Co., 35, 
Maddox-street, Mayfair 444. 


Miscellaneous 
OOD-CLASS West End sportswear 
manufacturers, opening cheaper 


department, require first-class outdoor 
factory to make up sole output (wool) ; 
making price from four to_ eight 
shillings. —Address, 8,997, Jewish 
Chronicle. 


THE JEWISH CHRONICLE 


; preter requires part board 
RR for important Communal y w. 


~ 


Board, &c., Wanted : 


Minimum 4 lines 8/- 
Each succeeding line 2/- 


and residence with refined family ; 
dist. preferred; state terms.— 
Address, 8,979, Jewish Chronicle. 
OUNG gentieman requires well- 
furnished room with refined private 
family; partial board if strictly Ortho- 
dox: otherwise with breakfast: near 
Golders Green Tube; state terms. — 
Address, 9,031, Jewish Chronicle, 


Board and Residence 


Minirnum 4 lines 7/6 
Each succeeding line 1/6 


LONDON 


IMMODATION for paying guests | 
at 813, Finchley-road, N.W.11; 

h. & c. water in all bedrooms; min. stu 
~Mrs. Richfield. Speedwell 1267. 


IRY rooms (2), single. or dbl.; mod. ; 
home ; cultured family; partial bd.; 
Kosher; garden ; ‘phone; mod. terms. 
Address, 8,954, Jewish Chronicle. 
At 62, WEST END LANE, W. Hamp 
stead. — Most comfortable home: 
central heating throughout: runnin, 
h. & c. all bedrooms; excellent cuisine ; 
mod, terms. *Phone: Mai Vale 5373. 
RONDVDESBURY; 5, Garlinge- road; | 
opp Met. and *bus stop ; excellent 
home for business people ; modern com 
forts; breakfast only or partial board. 
OMFORTABLE mod. home; bedrms. 
fitted h. & c. water: full board if | 
desired ; near Tube, bus and trams.-—5, | 
Princess-road, Finsbury Park. Sta, 4879. | 
TSTELLE COHEN, 34, Cranwich 
road, Stamford Hill, has a vacancy 
in her modern home; every comfort; 
reasonable terms. Stamford Hill 4740. 
AMPSTEAD. — Mrs. R. Witmond, 
Gothic House, Chislett-rd., N.W.6. 
Mai. 5473; 2 mins. W. Hampstead Met. ; 
h. & c. basins in every room; different 
menu every evening; English food; 
terms mod.: singl. & dble. room vacant. 
l HALL ROAD, St. John’s Wood, 
» N.W.S8 (corner Maida Vale).— 
Superior dble. front room Ist floor : 
h. & c. wager: board if req.—Miss Woolf, 
‘Phone : Mai. 4779. 
DEAL home for business people, 
students; every comf.; best cuisine; 
terms very mod,—121, Canfield-gardens, 
West Hampstead. Maida Vale 1650. 
ISS SANDFORD has vacancies in 
her well appointed house; large 
first-floor rm. vacant; reduced terms.— 
60, Eton-avenue, N.W.3. Primrose 3530, 


VALE, single & d. bdrm.;: h. & c- 

running water: excellent food, 

kosher: tennis: moderate.—Mrs, Keen» 
158, Sutherland-ave. Abercorn 1673. 


93 WILLESDEN LANE, N.W.2.— 

¢ Ist & 2nd floor-rms. vac.; h. & c. 
water: comf. home; excel. food; "buses 
pass door; near Station. — Will. 5737. 


SEASIDE AND COUNTRY 
RIGHTON.—Book early for your 
Summer Holidays with Mrs. 
Posener; on sea front; bathing from hse.: 
—26, Marine-parade. Brighton 563s, 


LIFTONVILLE.—Furnished rooms 
in modern house for visitors cater- 
ing for themselves; every comfort; 
Orthodox.—68, Approach-road. 
OLKESTONE - SANDGATE.— Miss 
L. A. Chapman can receive a few 
more guests from to-day; mod. terms; 
fine situation; right on beach; tennis, 
dance room, nursery.—Apply, The Nook, 
Riviera, Sandgate. Sandgate 75419. 
ESTCLIFF, ‘*Shandon,’’ 8, Cob- 
ham-road. Superior Guest House ; 
mod, terms: facing sea; all bedrooms 
first floor.—Mrs. Hart. Southend 2563. 


Au Pair 


Minimum 4 lines 8/- 
Each succeeding line 2/- 


REE board and residence for young 
lady in family of two, small flat, 
both in business, in exchange of a few 
hours daily house work.—Address, 9,112, 
Jewish Chronicle. 
IRL Student, delightfal room, board, 
all mornings and two afternoons 
free, in exchange for light household 
duties with care of children for some 
evenings. — Addrees, 9,109, Jewish 
Chronicle. 


WEDDING 


FOR YOUR NEXT SIMCHA GO TO 


M. STERN & SONS. 


36, Colvestone Crescent, Dalston, E.8. 


Write. or ‘Phone: CLISSOLD 1013. 


CATERERS 


ENJOY 


these Leading Brands of 


HAVANA 
CIGARS 


PUNCH 


CALIXTO 


LOPEZ CIGARS 


( 


DE MONTERREY CIGARS 


To offer these CIGARS to your 
guest is testimony to your good taste | 
and a compliment to his palate. ps 


They dust Keating's 
round their ankles. 
No fear of painfu irri- 


tation or dangerous 
bitesthen Cartols: 
2d.. Gd. and 1-. 


Powder F'asks. 


BEETLES. MOTHS , FLEAS etc. even Bugs . 
BUT IT MUST BE KEATING'S 


WEDDINGS & SOCIAL FUNCTIONS : 


MURRAYS CLUB 
9, Beak St., Regent St., W.1 
Beautifal Banqueting & Ballrooms. 
Available Sundays only. 
Entirely Modernised & Redecorated, 


Low Inclusive Rental. | 
Under the personal direction of 


Mr. 8S. Garcia, as above (Regent 4642), 


or 


CIRCUMCISION 


Rev. M. Polakoff 


(Late Tertis aud Polakoff) 
Authorised Mohel. 


22, Alexandra Road, Hornsey, N.8. 
Telephone: Bowes Park 5285. 


Rev. DAVID 


AUTHORISED MOHEL, 


Diploma by Beth Din and Medical Board, 
30, CROWLAND ROAD, 


SOUTH TOTTENHAM, N.15. 
Teleprone: Stamford Hill 3740, 


t 
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RICKLE WOOD.—Modern residence; 
4 bed, 3 rec., bathroom, etc., kitchen; 


large garden, garage; £1,375.—Tel: 
| Gla. 4848. 
WOOD.—In favourite posi- 


tion. 2 recep. rms., 3 good bedrms., 
tiled bthrm., etc. ; large gdn., garage 
space. Long Ise. Price only £1,050.— 
eys FRANKLIN’S, 1p, Walm-lane, N.W.2. 
Wil, 4752. 


Houses, Flats, Etc. Let Sold 


ENDON.—Ideal position, overlook- 
ing golf club and course, attractive 
residence to let, containing 4 large bed- | 
rooms, lounge hall, parquet floor, 2 very 
large reception rooms, kitchen and 
scullery, bathroom and 2 w.c.’s, large | 
garage, good gardens with terrace at 
back ; rent £125 per annum exclusive.— | 
Apply, PrrrcHarD, 12, Holders Hill-road, 
Hendon. ’Phone: Finchley 4916. Open 


Central 


t 


OR SEND FOR 


| BROCHURE TO SOLE AGENT. : 
3 On high ground. 4 bed. (all fitted 38 & 4 beds., bath, heated towel rail, 


Heating. 


GOLDERS GREEN 


1, 2, 3 and 4 Bedrooms, 1 and 2 Reception Rooms, 1 and 2 Bathrooms, 
week-ends. well fitted Kitchen. 


from £110 to £250 p.a. 


inclusive. 


Constant Hot Water. 
Refrigerators. Very large rooms, 
5 minutes from Station. 
INSPECT SHOW FLAT NOW, 
H. V. ROWLANDS, F.A.L.P.A.., 
405, Hendon Way, Hendon 
Central, N.W.4. 


h. &c.), 2rec., radiators, parquet fir., downstairs cloakroom, kits., Electro- 
+" tiled bath, kit., scul., garage, lovely lux Refrigerator, Peerless Cabinet, 
gin. 3 mins. Tube Rent £130pa. 2 comm. rec. rooms, £900—£1, 190. 


cron. PATTERSON « co. 


HAMPSTEAD GARDEN SUBURB 
with Southern Aspect. View of Ken Wood. 


Finely built and beautifully appointed houses, 
4 bedrooms, 2 reception rooms, large billiard, 
studio, music or play room, cloakroom. Glass 
lined bathroom, tiled kitchen and scullery, 
fitted most modern labour saving devices. 


Refrigerator. Parquet floor. Garage. Garden. 
Central Heating. 


99 years lease. Price £1,650 — 


As above, but 5/6 Bedrms., 2 Bathrms., £ 11,6775. 
Others from £1,450 


H. E. BROWN 


BUILDER 
100, BRIM HILL, HAMPSTEAD GARDEN 
SUBURB. ‘Phone: TUDor 4816. 


it 


rf 


Office open week-ends. ‘Phone: HENDON 1962. 


COURT 
Watford Way, Hendon, 


NEAR SYNAGOGUE. N.W.4 


27/6 and 28/6 tnausive 


INCLUSIVE 
GILDA COURT 


is a newly erected building of Luxuriously Equipped Up-to-Date 
Family Flats having every possible modern convenience. 


2 Bedrooms (sizes 13 ft. 6ins. by 12 ft. and 13 ft. 6 ins. 

by 7 ft.). Sitting Room (size 15 ft. 9 ins. by 12 ft. 6 ins.). 

Tiled Bathroom with special composition floor, 

Kitchen with Ideal Boiler and constant hot water, 
Kitchen Cabinet, etc. 


SPECIAL FEATURE. 
PARKS and GARDENS are within five and Dining 


minutes’ walk. The rooms are 

spacious and well lighted, with 

large windows to ensure the maxi- 
mum amount of sun. 


Best Bedroom 
lioom of Each Fiat 
finished artistically with Plastic 
Paint Panels. 
FURNISHED SHOW FLAT and letting 
office open every day until dusk, 
including week-ends. 


Now is the time to 


| 


adi 


Overlooking Golf Course, with deligh 

ghtful views. Comprising 4 

Bedrooms, 2 Large Reception, Oak Panelled Lounge Hatt - fe 
Cloakroom ; Parquet Flooring, 


PRICES from £1,525 FREEHOLD 


or LEASEHOLD from £1,275 
Plans prepared to Clients’ requirements without charge or obligation 
Apply to SOLE AGENT: 


H. V. ROWLANDS 


F.A.L.P.A 


405, Hendon Way, Hendon Central, N.W.4 


‘Phone : HENDON 19682. Office open week-ends. 


“ THE TORQUAY” SUITE 


Don’t wait until Winter comes when you will need a 
fire, but call and select cne now from the 
larg2 range of designs end colours on show at 


SUPREMUS TILE Co.,Ltd. 


164/166, Kingsland Road, Shoreditch, E.2 
"Phone : BiShopsgate 5149. 


Branch Showrooms: 119, St. Albans Road, Watford, Herts. . 
"Phone : Watford 2588 
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PRICES from £2,150 FREEHOLD 4 
| 
3 
f | 


AUGUST 7, 1936 


THE JEWISH CHRONICLE 5 


WORTHY OF INSPECTION. 

ATTRACTIVE MODERN RESI- 
DENCE; conveniently situated close 
to Stamfor! Hill, shops, ‘buses, 
trams, etc., and comprising 3 beds, 
tiled bath... 2 rec., kit... and tiled 
senliery. ‘Tastefully decorated, well 
fitted. Well stocked garden. Free- 
hold £1,059. 

CLAPTON COMMON.—Spacious 
res. occupying splendid position in 
main road: 5 beds, bath, entrance 
hall, 3 ree, and usual domestic 
offices; parquet firs. in rec rms., 
modern stoves. Freehold £1,750. 

For details of these and other 
properties, apply to: 


Chamberlain & Willows 


1, STAMFORD HILL, N.16 
Tel. : Stamford Hill 4667. 


£840. 
ILLESDEN GREEN. — Close 
to Metro. Stn. and shops, 
charm. mod. s.d. res., 3 bed., tld., 
bath.,' 2 rec., spacious kit.; brk. 
GARAGE; dd. gdn.: excel. condt. 
ABSOLUTE BARGAIN, 


LEWIS & CO, 
73, Cricklewood Broadway, N.W.2 


(LADSTONE 4970. 


RONDESBURY. — Charming mod. 
Kes. ; lounge hall, 2 rec., 5 beds., 
tiled bath, offices, gdn. Garage. £1,800, 
Favourite road. 
Mod. Res.; 2 rec., 4 beds., tiled 
bath, kit., gdm. Garage. £1,200 
ILLESDEN GRE E N.-—Modern 
Hiouse: 2 rec.. 3 beds., tiled bath, 
offices, flue gdn. Garage. £850. 


FRANKLIN & CO. 
109, CRICKLEWOOD BROADWAY, N.W.2. 
GLADSTONE 1084. 


~ 


INCHLEY. Nr. Golders Gn. and new 

Synagogues.—Ideal Homes with 
Gar.; large gdns.; £890 to £2,000,— 
GOLDERS, LTp., Cranbourne-gardens, 
Green. 


INCHLEY- ROAD.—Excellent de- 
tached house comprising 4 beds, 2 
recs., lounge hall, ete., to let at moderate 
rental: reasonable decorations will be 
carried out to tenant's choice.—To view, 


apply Dawson Co., 348, Kilbarn High. 


road, N.W.6. ’Phone: Maida Vale 3737. 


OLDERS GREEN.—Solidly built 

modern house; 4 bed, 3 recep. 
rooms; few minutes Tube, all ‘bus 
routes. £1,250; leasehold 99 vrs. ; 
ground rent £12 108. Freehold if pre- 
ferred.—’Phone: Speedwell 2663, 


Houses, Flats, Etc., to be Let or Sold 


GREEN.—6 minutes of 

the station, off the Ridgeway 
Detached, central heating, lounge, 
cloakroom, 2 reception room, well 
equipped and bright tiled kitchen, 
Separate scullery, 4 bedrooms (3 double), 
bathroom, 2 toilets; brick garage and 
retty grounds; £1,850.—Sole Auents: 


[ARKIS & Co., 52, Golders Green-road, 
N.W.1L, 


RANGE PARK.— Detached substan- 
tialiy built freehold residence; 4 
beds, 2 recep., morning room: large 
lounge hall; tiled scullery, bath & w.c’s : 
parquet floors; brick-built double garage; 
about 4 acre matured garden; low 
assmt. Sacrifice £1,800. View any time. 
—63, The Chine, N.21. 


BRDON CENTRAL, actually 7 
mins. tabe and shops, 3 mins. 
*buses.— Modern new house, 4 bed, bath 
With shower, etc., lounge hall, gents. 
cloakroom, 2 reception rooms, kitchen 
and seullery, garage, partial central! 
heating; decorations to choice; good 
garden ; price £1,550.—Apply, JOHNSTON 
EVANS, F.A.1L., 5, Watford-way, Hendon 
Central. Hendon 8131. Open saturdays. 


TAMFORD HILL and district.—All 
available property for sale from 
£800.—The principal Agents, DrysDALE 
Nurse & Co., 4, Amharst-parade, N.16. 
A delightful modern Freehold Residence. 
W HAMPSTEAD, N.W. 2 Con- 
¢ venient position close Met. Stn. 
and ‘bus routes; beautifully planned; 
lounge hall (parquet), cloakroom, 2 rec., 
bath., § beds. and domestic offices. 
Only £1,500 for quick sale.—Sole Agent: 
ERNEST OWERS (W. Charles Williams), 
106, West End-lane, N.W.6. Mai. 8101. 


ST. HILDAS 


75, CHRISTCHURCH AVENUE, 
BRONDESBURY, N.W.6, 

A few minutes from Brondesbury 
(Met.) Station. Only 2 flats leit with 
unusually large rooms each compris. 
ing: 2 rees., 2 beds., kitchen and bath. at 
reasonable rentals. Central heating, 
c.h.w. and every other modern amenity. 
2 acres of delightfally wooded gardens. 
Garages available. Apply, Porter at 
Grosvenor Court (same address) 
Willesden 3795—or the Central London 
Building Co., Ltd., 348, Kilbara High- 
road, N.W.6. Maida Vale 6011. 


Businesses for Sale 
EK LICATESSEN ‘established main 
road, West Hampstead. Wel 
fitted shop, dining-room, kitchen. 
Wants Jewish mavagement. Sacrifice 
£225. Rent moderate. Lease, books 
kept, has done £00 weekly.—Apply, 
Pemberton & Clark, 12, Finchley-road, 
N.W.8. Prim. 2233—4. 
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Boarding Establishments, etc. 


The Kashrut of any of these 


stablishments is not to be implied by the 


appearance in THE JEWISH CHRONICLE of advertisements of them. 


“Compayne Court,” Hampstead 


H. & c, running water & gas fires in all bedrooms. Newly decorated and furnished by 
Harrods. Separate tables. Excellent cuisine. Tennis. Terms moderate. VACANCIES. 


Apply, Mrs. Fienbark. 


Telephone 


MAI 6341. 


Hampstead FINSHLEY ROAD Met. 


Station. 


29, Broadhurst Gardens, N.W.6. 


BOARD-RESIDENCE, 
G. Bower. 


TERMS MODERATE, 
Mai. 3855 


“Yeoville’ 


Mrs. Simmons 
110, 112, 114, GREENCROFT GARDENS, 


Hampstead 


N.W.6. 


Hot & cold water and gas hresia bedrooms. Children’s dining room with special cuisine, 


Under personal management. Attractive.terms. VACANCIES. ‘Phone: MAI 4536. 


Ayr, Scotland nouse, sourn 


Beautifully appointed. Standing in its own acres. Largest and most luxurious 
Boarding House in Scotland; forty Spacious bedrooms {all h. & c. water). 


Ideal golfing, tennis; safe sea-bathing. 
Loch Lomond within easy reach. 


Rothesay, Dunoon, The Trossachs and 
Scotiand’s sunshine corner, bracing, yet 


tempered with the warmth of the Gulf Stream.. The comfort and excellent 
cuisine of Westfield are the delight of visitors. The social and holiday centre of 


Scots Jewry. 
Telephone: AYR 277511. 


Enjoy a happy and healthy holiday (Orthodox). Moderate tariff. 


Telegrams: Westfield House, Ayr. 


Blackpool N.S. 


Under the Personal Supervision of 
Mesdames Freedman & Bowman. 


“Brereton,” 186, Promenade 


The Hotel occupying the FINEST POSITION IN BLACKPOOL, and the 
OLDEST ESTABLISHED ORTHODOX HOTEL in Blackpool and the 
North of England. 

THE HOTEL FOR HOME COMFORTS COMBINED WITH ALL MODERN 


CONVENIENCES. 


HEATING, FREE GARAGE. 


SEA WATER BATHS ON ALL FLOORS. 
DANCING. 


CENTRAL 
NOTED FOR EXCELLENT 


CUISINE. DIETS STUDIED. NON-RESIDENTS CATERED FOR, 
DANCING DURING SEASON. 


*Phones: Blackpool 183, Visitors, 


Blackpool 3095, Management, 


Blackpool N.S. Private Hotel 


(STRICTLY KOSHER), 
“CHASELEY,” 404, NORTH PROMENADE 


THE MOST LUXURIOUS JEWISH HOTEL IN BLACKPOOL AND THE NORTH OF 
ENGLAND, OCCUPYING THE MOST PROMINENT POSITION ON THE PROMENADE. 
Renowned throughout for its excellent cuisine and home comforts. 
im all bedrooms. Sun pariour. Luxurious lounges. Ballroom 
booking for the Summer months. 


ti. & we water 
IW 


» Otc.. 
NON-RESIDENTS MAY JOIN AT MEALS. 


Biackpool South “BERACHAH,” BRIGHT STREET 
Tel.: South Shore 41985. 
Retined Orthodox Boarding Establishment. 4 min. sea, pier & South Shore Bat 
3 mins, Lido and S. Station. _ Noted for excellent and varied cuisine. WITH or 
WITHOUT BOARD, BOOK EARLY. Terms mod. Prop., L. Abbott 


Bognor Regis “THE ARGYLE,” Norfolk Sq 


Facing Sea & Western Bandstand. 
THE ONLY JEWISH HOTELIN BOGNOR. Strictly Crihodox. Unique position, standing 


in Own grounds. H. & c. water service throughout. Finest and varied cuisine. Book 
early to avoid disappointment. Prop.: Mrs. P. Simons. Tel. : 979. 


Bournemouth “PINETOWN,” 70, St. Michael's Road, 
WEST CLIFF. Lele. : 2695 
Refined Orthodox Boarding Establishment. Overlooking sea & pines. Min. amuse. 
ments. Central heating. H. &c. running waterand gas fires in all bedrooms. Noted for 
cuisine & comfort. Mod. terms. Note—This is our only address. Prop., Virs.1. Millman. 


Bournemouth “Pine Dene, 14, Carysfort Rd., Boscombe 


‘Phone: Boscombe 1024. 
Orthodox Boarding Establishment. Homecomforts. Finest cuisine. Beautilu! carcen. 
Centralheating. Sunny bedrooms. Gas fires. Few minutessea, gardens, Boscombe 
Pier. Noextras. Garagefree. Personal supervision. Props., Ch. S. & L. Fogelnest. 


Bournemouth wo: 
58,CHRISTCHURCH ROAD. 
REFINED ORTHODOX BOARDING ESTAB, 2 mins. sea, amidst gardens, pine 
walks. Central heating. H. & c. water. 


Free car park. Personal supervision of 
MR. & MRS. W. GALAN. Bournemouth 4195 

B th “Frogmore,” 21, Christchurch Road, 

ournemou (Corner Gervis Road), EAST CLIFF. 

Strictly Orthodox Boarding Establishment. Minute pier, amusements and Synagogue. 

Radiators and h, & c. in all bedrooms. Comfort assured. Newly extended lounge 


Garage. Persona! superv'sion of Mr. & Mrs.S; Cohen. Mod, terms. Bournemouth 15°92 
Upwood,’’ 10, Florence Road, 


Bournemouth 


Refined Kosher Board-Residence, 3 mins. sea. HOT & COLD running water in all bed- 
rooms. Gas fires. Homecomiorts. Sep.t ibles. Excellent cuisine. Personal attention, 
Moderate. BOOK NOW. Catering for non-residents. Mr. & Mrs. I. LEWIS. 


Bournemouth 


Beautiful situation. 


“Farney House, 5, Cavendish Place 

Telephone 5597. 
Select neighbourhood. Very comitortadle. Excellent tabie. 
Near to Sea. Very moderate charges. Early application invited. 


ou 3, Madeira Rd. (Tel.: Bournemouth 383). 
Miriam Lefcovitch. Central heating. Running h. & c. water and gas fires, all bedrooms, 


Carpark. Ballroom. Smoking room. Sun Lounge. Facing South. Min. sea, pavilion. 
allamusements & shopping centre. Exc. cuisine. Or THODOX. Book now for September. 


MEYRICK GRANGE, 
Bournemouth $0, CHRISTCHUNCH ROAD. 
Up-to-date Orthodox Private Hotel. Redecorated throughout.: Large dining room. 
Newly constructed ballroom. H. & c. running water in all bejrooms. Free Car Park. 
Min. sea. Ex: cuisine. Mrs. S. Cohen (Julia). Tele. Bournemouth 6524. 


Bournemouth W. 


27, STUDLAND RD. 
Fxclusive Board Residence situated in ideal spot. Overlooks Sea, Pines & Beach. 
H. & c. running water. Medern. Comfortable. Orthodox. No vacancies until August 
16th. Book now for other dates. Write to Mrs. M. Gordon or Telephone: €5635. 


B rnemouth “RIVOLIE,.” 42, Rd. 
ou "Phone: Boscombe 1551. 
Retined Orthodox Boar ing Fetah. 2 mins. Sea Chines amidst Gdns., Pinewalks and 


all amuse. 1 min. trams, ‘buses. H. & c. running water. Sep. tables. Noted for 
comfort’& cuisine. Mod. te-ms. Personal supervision of Mr. & Mrs. S. Berger. 


“THE GRANGE,” 


Refined Kosher Board Residence. 3 mins. sea. H.& C running « ater, gas hres in all bed- 
rooms. Central heating. Sep. tables. Excel. cuisine. Mod. terms. (NOW BOOKING FOR 
YOMTOV SERVICES. 2 MINS. SEA). Personal supervision Mr. & Mrs. L. Handelman. 


STEIN'S KOSHER HOTEL, 3, Brennans Terrace, Esplanade. 
Bray NOW OPEN. Strictly Orthodox, 
Highly recommended for home comforts and excellent cuisine. Non-residents may 
join atmeals. Facing sea. 2 mins. from hot sea baths and station. Personal supervision, 
Apply: Stein's Kosher Hotel, 6, Harrington Street, Dublin. Telephone; 51530. 


TALBOT PRIVATE HOTEL, 
Brighton 5 and 6, REGENCY SQUARE. ‘Phone ; Brighton 537411. 


Refined Boarding Estab., facing West Pier and Tennis Lawns, Strictly Orthodox. Ex. 
service, H, &c. water in every room. Non-residents may join at meals, Personal 
supervision of Mr. & Mrs. M. Gastman. 


Brighton FLORENCE HOTEL, 37, Regency Square. 


Parties & non-residents catered for. 
$i bedroom. Newly 
Overlooking sea & West Pier. H. &c. water and gas fires in every n. I 
decorated. "Beerycomiort assured. Sep.tables. Book now forthe season, Charabanc 
parties catered for. Personally supervised by Mrs. A. Green. Brighton 39201 l. 


Brighton Northcote House,’ 35, Cannon Place. 


"Phone : 6o07. 
fine 1 Boarding Establishment, 1 min. from Sea. kvery comfort assured. . 
aes ie all bedrooms. Moderate terms. Bookings for August. Strictly Orthodox. 


Brighton 


CONTINENTAL HOTEL, 
Highly recommended superior guest house. Every comfort and consideration. Strictly 


10, RUSSELL SQUARE. 
thodox. H. & c. water in all bedrooms. Terms mod. Non-residents catered tor. 
Peraonal supervision of Adolf Seidengart. ‘Phone: Brighton 339311. 


\ 


Continued on page 1. 
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“THE ELEMENT OF SURPRISE” 


by “Sepharad” 


OST of us are chi'dren at heart. Observe a grown-up gazing 
MW raptly at a clockwork figure in a shop window, or tinkering with 

some youngster’s electric boat on the waters of his lake. The 
years may silver our hair, but our hearts seldom cease to beat to the 
melody of youth. And like the children at heart that we continue to 
be, though the years roll on relentlessly, we respond with alacrity to 
the element of surprise. Sometimes, ’tis true, that element of surprise 
may be the reverse of pleasant, graving yet further lines across already 
corrugated foreheads. But it is in the art of devising uncommonly 
pleasant surprises that this House has always excelled. For, you see, 
it has always been the Selfridge aim that this building should be 
regarded as something more than a store. We desired it to be looked 
upon more as a rendezvous—and it is! To that end we are contin- 
ually devising attractions over and above the merchandise we handle. 
A unique Exhibition—a display by a tennis professional—a demonstration 
of how things are made—a display of articles of historic or topical 


- interest—all these innovations cater for that element of surprise to 


which every man and woman is happily responsive. 


Selfridge & Co., Ltd. 


Replace 


their lost 
ENERGY 


THE BIGGEST VALUE IN CEREALS 


Children burn up so much exergy. They are never still. They 
need Kellogg’s Corn Flakes which will give them plenty of 
good, sustaining nourishment. 


_« Kellogg’s Corn Flakes are an ideal health food for children. 


Made in modern, sun-lit factories, amid conditions of clean- 
liness impossible even in the most carefully kept kitchen. Only 
the hearts of nourishing, selected corn are used. And special 
methods of toasting bring out the FLAVOUR and CRISPNESS. 


Buy 4-eggs With Full Confidence 
No other corn flakes can copy the flavour and golden-toasted 
goodness of the ORIGINAL Kellogg’s Corn Flakes.’ 


Here is one health food everybody loves. Welcome for 
breakfast, lunch or supper. Perfect for an after-school snack 
or at bedtime. And always ready. No cooking. Add cold milk or 
cream, and honey or fruit for an extra treat. Sold by all grocers. 


ALL WAYS GUARANTEED 


CORN FLAKES 


TRIPLE 
SHELL 
LUBRICATING ap a a 


officially 


recommended 


by 


. 
é 
| 
4 
4 
| | 
t | 
us 
| 
% 
4) 
i 
4 
hi 
tae | 
4 
| 
| 
| | 
CORN 
FLAKES 
PERFECT 
145 


AUGUST 7, 1936 


FRIDAY, 


AUGUST 7, 1936—5696. 


The Zionist Case 


HE Arab delegation which has been visiting this country 
has now returned to Palestine. Its members are going 
back knowing that public opinion here heartily condemns 

the terrorist tactics that are being employed by their com- 
patriots. The bombing of school-children, the murder of 
Jewish colonists under the cover of darkness, the 
ing of sordid banditry, the shooting of their own kith 
and kin whose offence is zeal in suppressing wrongdoing, and 
the killing of British troops, are not arguments that are 
calculated to awaken the sympathy of the impartial looker-on. 
Whether, indeed, the Arab delegation will have the courage to 
present this point of view very forcibly in Palestine we take leave 
to doubt, having regard to the prompt repudiation that followed 
upon the delegation’s attempt while here to disown terrorism and 
counter the belief that the present disorders are directed against 
the British Government. 


herois- 


The. delegation will undoubtedly be 
helped if the Government shows that it means to abide by its 
declaration that it will not yield to force. Although the tale of 
nefarious misdeeds still continues, there are indications’ that 
firmness on the part of the administration is likely to have an 
effect before long. 

Meanwhile those responsible for the direction of the Zionist 
Movement, have the duty of thinking out the case that in due 
course they will present to the Royal Commission 
ing that no untoward event occurs to render 
the work of the Commission difficult. 
course, the 


always assum- 
co-operation in 
From some aspects, of 
How the Jewish resettlement has 
brought prosperity to Palestine, to Arab as well as to the Jew, 
is almost axiomatic. There are many who sviy that this side 
of the case has already been worked out ad nauseam, and it is 
true that there has always been a temptation to stress this 
argument. Nevertheless, it will not be a work of supereroga- 
tion to ensure that the Royal Commission is firmly convinced 
that the Jewish work in Palestine is as essential to the economic 
prosperity of the Arabs as it is to the rebuilding of the Jewish 
National Home. 

More difficult and delicate will be the endeavour to get the 
Commission to understand the fundamentals which underlie the 
Jewish case—the essential rightness of the international decision 
to found a Jewish National Home in Palestine and the absolute 
necessity for the Jewish people of having a Home in Palestine— 
and not a static Home, crystallised within set limits and denied 
the possibility of flexible organic development, but some- 
thing that in its growth and progress will serve to give the 
Jewish people a wholesome ideat and preserve them as a 
useful fructifying element of the human race, a perpetual 
testimony of the superiority of the things of the spirit to the 
brutal materialist apotheosis of force that is now serving as a 
religion in more than one so-called civilised country. The 
world owes a duty to the Jew, a duty born of two 
thousand years of persecution in every conceivable form, 
persisting, perhaps even culminating, in this our own 
day, in the diabolical harrying of the Jews of Germany, 
as benighted as ever any medieval persecution ever was, even 
though it is now conducted under cover of a flimsy argumenta- 
tion based on travesties of the scientific ideas and the political 
philosophies of the twentieth century. 


The conscience of the world has been smitten by the 
harrowing tale of the fate of German Jewry. Their uncivilised 
treatment has been condemned by leading personages and 
organisations of every kind. If the flood of sympathy could 
have been of practical help, German Jewry would be now free 
from its troubles. In effect, the practical result in every 
direction but one has been of the very slightest. One 
avenue alone has really been worth consideration—because 
of the existence of “a Jewish National Home,” some few 
thousand German Jews have found a refuge in Palestine. 
Tf only for that fact alone Zionism has justified itself. And 
German Jewry is not the only Jewry that needs such a land of 
refuge. In Eastern Europe thousands of Jews have their lot 


task will be easy. 


CHRONICLE 


made more bitter 
Semitic 


than it need be by open or covert anti- 
Surely no understanding non-Jew will 
want to close to them their only road of escape. We know 
that investigation will only confirm us in our fervent belief that 
no Arab will suffer because a relatively small number of Jews are 
allowed to settle in their ancestral home in one corner of the 
vast domains now inhabited by the Arab race. Every Jew who 
goes to Palestine, equipped with the idealism of the builder of a 
new country and backed by the material aid of his more 
fortunate fellows, creates new opportunities and makes 
room both for other 
Arab population. 


mensures, 


more 
Jews and, not least of all, for a larger 


The Deputies’ Defence Fund 


iti response to the Deputies’ appeal for the sum of £10,000 

to finance the programme of defence activities that was 
adopted by the Board at its last 
been meagre. Less than one thousand pounds is in the hands 
of the Treasurer.; We are convinced that this announcement 
will be received’ with the greatest 
readers. Yet the fault 


meeting has so far 


disappointment by our 
cannot now be attributed to the 
Deputies. In response to clamant demands from the general 
body of the Anglo-Jewish Deputies at 


last girded up = their They have creited a system 


community, the 
loins. 


of Sub-Committees charged with necessary’ tasks. Thev have 
appointed a special Press Officer. The machinery is ready 


to be set in motion. The sum they ask for to cover anticipated 
expenditure is trivial for such a community as ours. It repre- 
sents a donation of a few shillings per head for each individual 
Jew whose security and livelihood are threatened by the campaign 
of calumny that has been set on foot by unscrupulous and 
ambitious politicians working with un-British weapons and draw- 
ing their ammunition from Nazi arsenals. This country is 


Britain and not Germany, and Sir OSWALD MOSLEY’S new-found: 


Teutonic inspiration is still completely alien to the mass of 

British citizens. But he is studying his German text-books 

with assiduity and there is no anti-Jewish material circulated 

by the Nazi propaganda department that he may not utilise 

here. Forewarned is fore-armed. We know from HITLER'S 
Continued on next page 
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CALENDAR AND DIARY 


(Av 30 days) 
Friday, 7th Au;cust to Friday, 14th August 
(19th ‘Ay to 26th Avy) 

FRIDAY (19th Av), 7th August ...0 
SATURDAY (20th Av), Sth August, 
Deuteronomy vii. 12 to xi. 25. Portion of Prophets (Haftara), 

Isaiah xlix. 14 to li. 3. [Ethics 5). 

Sabbath ends (in London) at 9.24 

FRIDAY (26th Av), 14th August .. 4.  s. Sabbath begins at 8 


Sabbath begins at 8 


Portion of the Law (Torah) 3pY, 
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own writings the technique of mass-deception. Take any lie— 
the grosser the better—and repeat it and repeat it and repeat it 
until it has sunk into the consciousness of the more credulous 
of the population. From that recipe we can formulate our own 
prescription for the antidote. Take the truth—the plain simple 
truth—and repeat it and repeat it until it has been driven home 
into everybody's consciousness. The Deputies are ready to do 
it, and it must be done. Let us not risk failure for want of 
trying. The sinews of war—a war that has been forced on us 
by a calculating bully—must be provided. Let every Jew who 
reads these lines think of himself as a potential victim of slander 
and send his donation at once to us for transmission to the 
Deputies—and let him urge his friends to do likewise. 


“The Jewish Chronicle” will gladly acknowledge and 
transmit to the proper quarter any donations sent to it for the 
Deputies’ Defence Fund. 


Social and Personal 


THE MARQUESS AND MARCHIONESS OF READING and family have 
left London for the South of France. 

LORD AND LADY MeLcuetr and their children have left for 
Austria. 

Mr. MICHAEL A. 
Tuesday next. 


GREEN will celebrate his 84th birthday on 


A SON was born to Mr. and Mrs. Anthony Ryman, of 5, Vale Court, 
Maida Vale, on August Ist, at the London Clinic, 20, Devonshire Place. 

A DAUGHTER was born on Thursday, July 30th, 1936, to Mr. and Mrs, 
Ivor Kerner (Irene Green), at 16, Elgin Court, Elgin Avenue, W.9. 

FORTHCOMING MARRIAGES 
Mr. SIDNEY COHEN AND Miss SARA MOSHAL. 

The engagement is announced of Sidney, son of Mr. and Mrs. Simon 
Cohen, of London, to Sara, daughter of Mr. and Mrs. J. Moshal, of Durban, 
South Africa. 

MR. SIDNEY NELSON AND Miss DORIS SOBELL. 

The engagement is announced of Sidney Nelson, son of Mr. and Mrs, 
J. Nelson, of 26, St. Mary’s Avenue, Finchley, N.3, to Doris, daughter of 
Mr. and Mrs. H. Sobell, of 5, Golders Green Crescent, N.W.11. 

Dr. BARNETT PERCHMAN AND MISS PHYLLIs MARJERY SCHUTE-BOURKE, 

The engagement is announced of Dr. Barnett Perchman, LB.Sc. (Lond.), 
M.R.C.S. (Eng.), L.R.C.P. (Lond.}, of 11, Cranley Road, Iiford, and 453, 
Fastern Avenue, Ilford, to Miss Phyllis Marjery Schute-Bourke, of Spring- 
field, Mass., and Charing Cross Hospital, London. 

Mr. JOHN REPSON AND Miss R. GOLDSTEIN. 

The engagement is announced of John, son of Mrs. Ada Refson and 
the late Mr. Isaac David Refson, 31, Belle Vue Park, Sunderland, to Raie, 
daughter of Mr. and Mrs. H. Goldstein, 18, St. Mary’s Road, Crumpsall, 
Manchester. 

MARRIAGES 
Mr. MAURICE COHEN AND SYLVIA BLAIBERG., 

The marriage was solemnised at St. John’s Wood Synagogue, Abbey 
Road, on Thursday, July 30th, of Maurice Cohen, of Palace Hotel, 
Bloomsbury, son of the late Mr. and Mrs. Simon Cohen, to Sylvia, daughter 
of Mrs. Rose Blaiberg and the late Mr. Jack Blaiberg, of 201, Goldhurst 
Terrace, South Hampstead. 


WILLIAM JEROME AND IRENE MICHAELS, 

The marriage was solemnised at St. John’s Wood Synagogue on 
Wednesday, July 29th, of William, youngest son of Mr. and Mrs, §. 
Jerome, of Park Grove, Bradford, to Irene, eldest daughter of Mr. and 
Mrs. Moss Michaels, 80, Filey Avenue, N.16, 


GOLDEN WEDDING 
Moss : LEvYy.— On Angust llth, 1886, at Singer’s Hill Synagogue, by 


the Rev. Mr. Fink, Jack Moss, of Northamptcn, to Ray Levy, of Birming- 
ham.—18, Bedford Square, Brighton, Sussex. 


NOTABLE DAYS IN 1936 


1936 
Adar Fast of Esther - Tharsday March 5 
14 | PURIM .. Sunday 8 
Nisan 15 ... ; PASSOVER, Ist day .., Tuesday April 7 
2nd day ... Wednesday 8 
7th day ... | Monday 13 
eee Sth day ... | Tuesday 14 
Iyar | 38rd Day of Omer ... | Sauday May 17 
Sivan 6...  «. | PENTECOST, Istday.., | Wednesday 2s 
oe 2nd day Thursday 20 
Tammuzi7 ... Fast of Tammuz | Duesday July 7 
Vv | FASTOF AV ... | Tuesday 28 
5697 

Tishri «. | NEW YEAR, Istday .., | Thursday September 17 
ows Fast of Gedaliah _.., | Sanda 20 
10 ave | DAY OF ATONEMENT | Saturday 26 
| DABERNACLES, Istday  ... | Thursday October 1 
2udday ... | Friday 2 
» 21 «| Hosha’ana Rabba ...  ... | Wednesday 7 
». | SHEMINI ATSERET .., | Thursday 
Ki le eee TORAH ere eee Friday 9 

ove | CHANUCAH | Wedne Dece 
Tebeth 10 ... | Fast of Tebeth 


RASHEI CHODASHIM.—Shevat, January 25th. ‘Adar, February 24th, 


Nisan, March 24th. “Iyar, April 23rd. Sivan, May 22nd. *Tammuz 
June 2ist. Av, July 20th. “Ellul, Au ust 19th, *Mar h 
October 17th, Kisley, November 15th. 


Tebeth, December 15th, 
Lhe previous day is also observed as Rosh Chodesh, 


Forthcoming Events 
METROPOLITAN 
SUNDAY, AUGUST 98 
Tue Jewisu Moseum, Wobarn House, entrance Upper Woburn Place. Opeu 
from 10.30 to 1, and daily apon enquiry at the office, fourth floor. 
L.J.Y., Evening Ramble, meet Clapton Station 6.39 p.m. All welcome. 
THURSDAY, AUGUST 13 
OLD VicToRIANs’ CLUB, 2a, Heneag: Street, E., Flannel Soirée, 8.30 p.m, (9d.). 
SUNDAY, AUGUST 16 
F.Z.Y. Summer Schoo! Re-union Dance, Adolph Tack Hall, 7.30 to 12 (3/-). 
SUNDAY, AUGUST 30 
U.Y.LS., Summer Schoo! Re-union Dance, Adolph Tack Hal!, 8 (Admission 3/6) 
SUNDAY, SEPTEMBER 27 
U.Y.1.8., Opesing Dance of Season, Royal Hotei, Woburn Place, W.C.1,8 to 1 (4/6) 


Particulars fer inclusion in this list in the current issue must reach the 
Office at the latest on WEDNESDAY morning each week, 


The Rev. D. A. Jessurun Cardozo 
“CALL” TO NEW YORK ACCEPTED 

The Rev. D. A. Jessurun Cardozo, Minister of the Montefiore Endow- 
ment Synagogue, Ramsgate, has accepted a “call” he has received from 
New York to become Minister in 
the historic Sefardi Congregation 
“Shearith Israel,” Central Park 
West, New York. He will begin 
his duties on the forthcoming 
Festivals. 

Born in Amsterdam, Mr. 
Cardozo studied at the Spanish 
and Portuguese “Etz Haim” and 
at Amsterdam University. In 
19.0 he came to England and 
continued his studies at Jews’ 
College and University College. 
In 1924 he was awarded his B.A. 
degree in Semitics. He gained 
the Hollier Hebrew Scholorship at 
University College and the 
Ouseley Memorial Scholarship in 
Arabic at the School of Oriental 
Studies. He took a keen intercst 
in student movements and in the 
foundation of the Students’ Union 
Society, of which he became 
Secretary and later President. 
He was appointed Minister at 
Ramsgate with the Rev. B. R. 
Pereira in 1929, having for some 
years previously assisted the late Rev. G. Belasco at the Ramsgate 
Synagogue. Mr. Cardozo founded the Thanet Montefiore Lodge of 
the B'nai Brith, of which he became President and subsequently 
Secretary. He is also Secretary of the Ramsgate Jewish Literary Society 
and was a member of the Ramsgate and Kent Education Committees, the 
Broadstairs Literary and Debating Society and the Ramsgate Sunday 
Conference. 

In London, Mr. Cardozo stulied Hazinuth under the direction of the 
Rev. D. Bueno de Mesquita, and often officiated at the Lauderdale Road 
Synagogue. He was also a founder and the first Hon, Secretary of the 
Sefardi Literary Society in London. 

Last week, at a meeting of the Ramsgate Education Committee, the 
Mayor (Alderman Stead) paid tribute to Mr. Cardozo’s services to the 
town. He said that Ramsgate would miss him very much, and on behalt 
of the Committee he wished him a successful career in America, Mr. 
Cardozo, in returning thanks, referred to the kindly relations and 


co-operation which existed between the town officials and the Jewish 
people. 


hev. D. A. JESSURUN CARDOZO 


Bayswater Jewish Schools 
NEW HEADMASTER APPOINTED 

As previously announced in these columns, Mr. Daniel Mer’oza has 
been appointed Headmaster of the Bayswater Jewish Schools, |..ccaster 
Road, W., in succession to Mr. H. 
Content, who has been appointed 
Headmaster at the Norwood 
Jewish Orphanage. 

Mr. Mendoza, who was born 
in 1892, has been a Master at the 
Bayswater School since J une,1916, 
and is extremely popular with the 
children there. He was educated 
at the Gravel Lane Council School, 
Whitechapel Foundation, King’s 
College and London Day Training 
College. He holds the Teachers’ 
Certificate, with honours in 
English. He was formerly Master 
at the Spanish and Portuguese 
Orphanage, Maida Vale. Since 
April, 1923, Mr. Mendoza has been 
Hon. Warden of the Samuel and 
Myer Home for Orphan Working 
Boys, Stepney, which is controlled 
by the Jewish Board of Guardians, 
and an enthusiastic Manager of 
the Stepney Jewish Lads’ Club. 
He was a member of the old 
Jewish Athletic Association, is at 
present a member of the Executive 
and Hon. Secretary of its Sports 
ledge of cricket and football h 
and he is a fully qualified refer 
He has been Hon. Superintenden 


Mr. D. MENDOZA 


of the Association for Jewish Youth, 
Section (Boys’ Division). His know- 
as been very valuable to the A.J.Y., 
, Since 

Holidays, under the auspices of the New West 
Sucial Service. Mr. Mendoza served in the Army from January 1917 to 
March 1919. He joined the Honourable Artillery Company, was trans- 
ferred to the 40th London Regiment (Jewish Battalion) and rose to the 
rank of Sergeant, He saw service in Palestine and Egypt. 
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B.U.F. Lining Up With Hitler 


RITUAL MURDER LIBEL 


Attorney-General Institutes Proceedings 
SIR JOHN SIMON “DESIRES TO DO EVERYTHING POSSIBLE"”’ 


In the House of Commons last week, Commander Oliver Locker- 
Lampson (C., Handsworth) having asked the Attorney General what 
steps he intended to take relative to the charges of ritual murder in a 
recent copy of the Fascist, Sir Donald Somervell wrote m reply: “I 
have given instructions tor proceedings to be instituted m this matter.” 

Mr. James Hall (Lab., Whitechapel) asked the Secretary of State 
for the Home Department what measures he contemplated taking to 
prevent members of the British Union of Fascists from intimidating 
persons attempting to purchase goods at Jewish shops or stalls. 

Sir John Simon: “ The Commussioner of Police for the Metropolis 
miorms me that the police are paving special attention to this matter.” 

Mr. Hall. “Is the Mimster aware that since I placed this question 
on the order paper there has been a development of intimidation? 
Shopkeepers and staliholders have been assaulted, beards of old men 
have been pulled, hats ot people have been crushed their 
eves and, although on one occasion the police were ealled by the 
blowing of pohee whustles, they let the man who was responsible for 
the assault go. Mav I ask the Home Secretary. whether he would be 
prepared to take Sii¢ hi action as would prevent the Jewish people 
being goaded mto retahation and put down tlus imsensate perse- 
eution? 

Sir John Simon: “It the Hon. Member has special intorma- 
ion, apart from the general information, I shall be very glad 
to have it. l desire to ado everything possible, and SO does the 
Commissioner, in the drrection suggested,” 

Mr. Hall: “May I send the Minister particulars?” Sir John 
Sunon: “If vou will.” 

Sir Perey Harris (L.. Bethnal Green): “Is the Mimster aware that 
circulars have been broadcast telling people to boycott Jewish traders? 
May I the Home secretary A COPY 

Mr. Vvyvvan Adams (C., Leeds,W.): “Has the Home Secretary 
in reserve the possibility of banning political unitorms?” There was 
no reply, 


COUNTER-MEETINGS IN BETHNAL GREEN 


Fascists and War Veterans 
BLUNTING MOSLEY'S SPEARHEAD 


“Bethnal Green is the spearhead of National Socialism in East 
London,” declare the Blackshurte But the spearhead was sadly 
blunted last week at Mansford Street. Again Raven Thomson, 
Director of Policy of the British Union of Fascists, deliberately incited 
the audience against the Jews. He was not. however, so successtul this 
tune as he had been the previous night in Stepney. This time the 
Ex-Servicemen’s Movement Against Fascism was hvoiding an anti- 
Fascist meeting directly OpPpasite ith Mape street. A number ot 
ex-Servicemen were among the audience who listened to Raven 
Thomson. When he commenced his dastardly attacks upon the War 
record of the Jews, a number of them protested. They produced their 
War badges and showed their War wounds. Raven Thomson laughed 
in their faces. 

His meeting was one continuous scuffle. He repeated the usual 
calumnies : that 11 was three times safer to be a Jew than a Gentile 
of military age during the Great War; that the Jews tought for 
Palestine, and the memorial tablet m Duke Street Synagogue was 
quoted.in support. He produced one new argument. He read a news- 
paper statement of Lloyd George's. He told us that Lloyd George has 
said during those dark days ot the War, when “France was yielding, 
when Russia was going red, when the United States had not yet entered 
the arena,” it was necessary to win the support of Jewry. “Why?” 
asked Raven Thomson. “Was not England at war? Was not France 
at war’ And were not the Jews members of that confederation of the 

lied countries? Of course they were. But they were not fighting 

the war for the allies. They were fighting for themselves and 

Palestine. This proves the truth of Hitler's statement that Germany 
lost the War because the Jewish soldiers stabbed her in the back.” 

The audience of about 300 was fairly evenly divided between 
Fascist supporters and anti-Fascists. The Fascists were composed, in 
the main, of striplings below the voting age. It was clear frog the 


way a number of them who wore uniforms strutted about that the 


banning of the uniform would have the desired effect of removing the 
bombast and inflation from them, and also remove the psychological 
feeling that they were chosen beings set apart from all others. The 
police stood in the audience separating the two hostile sections, their 
backs to the platform, their faces to the anti-Fascists. Your Corres- 
pondent saw many men taking notes, determined to prove to a larger 
public that the Fascists were indulging in nothing but Jew-baiting. 

From time to time cries of “Beigel” and “Go back to Palestine” 
and counter-cries of “Rats,” “Jew-baiters” and “Thugs” rent the air. 
At about 9.25, Raven Thomson was forced to close down. It was 
again clearly demonstrated—as was demonstrated in Camden Town 
when William Joyce was forced to close down—that heckling and 
interruptions were effective weapons in deflating any anti-Jewish 
gasbag. As the anti-Fascists booed, your Correspondent saw, but 
could not hear, the mouth of Raven Thomson opening and closing and 


his hands gesticulating towards the howling people. He drank water 
hurnedly between each few words. It seemed to me that he wag 
deliberately working his ummediate audience up into a frenzy. 

The meeting termmnated with the National Anthem. One aged 
Gentile standing by me said: “It is a shame and a mockery for them 
to sing that song. I am loyal to His Majesty, but I will never sing 
with them.” And a little later, as the Blackshirts marched away in 
mulitary formation, another Gentile said: “If my character were so 
deliberately blackened without reason I would act exactly as the 
Jews are doing.” 


APING HITLER'S METHODS 


The Bigger the Lie, the Better! 
“THE JEW IS TO BLAME FOR EVERYTHING” 


It is becoming increasingly clear to your Correspondent, as one 
who has spent much tune at Fascist meetings, that the Blackshirt 
movement in England is modelling itself very closely upon the lines of 
the Brownshirt movernent in Germany. The “success” achieved by 
the Blackshirt movement in Bethnal Green can, to a great extent, 
be attributed to the fact that the local organiser realises, with Hitler, 
that one must so fill the mind of the mass of the people with one 
definite, all-embracing, exciting idea—the more preposterously 
unreasonable and untrue the better that .here is no room for auny- 
thing else. The one definite tdea ts that the Jew is to blame for 
everything. In “ Mein Kampf,” Hitler says clearly : “The masses are 
so obtuse that they will require a certain time before they grasp a 
thing. and they will remember even the simplest idea only af it 1s 
repeated a thousand times. ... So the point you want to make must 
be illuminated from vanous angles, providing that the point itself 
always comes at the end of each re-statement.” And Hitler always 
ended his speeches in lis tub-thumping days with an attack against 
the Jew. 

At Victoria Park Square, Bethnal Green. on Friday evening last, 
the Jew appeared in the most varied forms, being responsible for 
every evil, political, social and economic, mentioned by the speaker. 
For example: The opening speaker, from Brighton, attacked the 
Press of England and accused it of being hostile to the Blackshirt 
movement. The reason being, of course, because it was run by British 
Jewry. I learned that the Dai_y HERALD 1s financed by a Jew named 
Abrahams, and that R. D. Blumenfeld, who has many shares in the 
DatLy also owns the DatLy Express, “and not Lord Beaver- 
brook, as it is commonly supposed.” He also stated ‘that the 
Blackshirts wish to remove the present rotten economic system, and 
“therefore we must remove the Jews, who are the backbone of the 
system.” He attacked those “Christians who have sold themselves to 
the Jews and who are the dupes of Jewry. All politicians have 
sold themselves, from Baldwin to Gallacher, the croommg Commissar 
trom Moseow .... The B.U.F. is a menace to the people whose name we 
must not mention.” He then said that he would no longer talk about 
“those people.” but would talk about Blackslurt poly. He had, 
however, to give way to Clark, the local leader, who had just marched 
in with exghteen Blackslurts tn six rows of three. And so we never dis- 
covered whether he would have been able to leave the Jews alone. 
I suspect not. 

Clark concerned himself solely with proving that the Jews are 
responsible for everything. He said, with reference to the tactics of 
hus political opponents, that: “It is easy to fool the people of this 
country by les,” and he revealed how he has absorbed Hitler's 
methods. For Hitler SAYS: * That part of the secret of beang beheved 
hes in the size of your le, since the broad masses of the people are .... 
more easily taken in by a big he than a small one.” Now Clark makes 
the gross nusstatement : “ Democracy 1s the rule of politicians for the 
benefit of the Chosen Race.” Surely, you would say, no one will believe 
that. 

But listen to what Hitler has to say’on the art of political 
lving: “An untruth of this kind would never occur to them 
(i.e., the masses), and they will never be able to believe in the 
possibility of such insolent, scandalous distortion; even when it has 
been proved untrue, yet for a long time they will have their doubts 
and hesitate, or at least take some part of it as true; therefore, how- 
ever impertinent the le, part of it will always stick—a fact which 
all who have been great artists at lying; all the lying conspirators of 
this world, know only too well, and therefore, in their meannness, 
exploit.” 

Here is another pure invention put out on Friday evening with 
all the effrontery of Blackshirt tub-thumping: “The Jews of East 
London held a meeting at Absa House in the Commercial Road on 
Sunday last....they are going to orgamse against the Fascists in 

(Continued on next page) 


THE POWER MONEY 


More money to us means more human lives saved and 

sheltered. It depends on you whether we can extend our 

efforts to relieve the sick and shelter the infirm, Send what 
you can to the Treasurer, 


JEWISH HOME OF REST, BIRCHLANDS AVE., 5.W.12. 
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NEED FOR JEWISH DEFENCE—Continued from previous page 


blue and white shirts.” That, we know, is a gross lie; nothing of the 
kind was discussed, but there was no one present to deny the 
statement, | 

Apart from the telling of these lies about the Jews, all fair- 
ness is done away with at the Blackshirt meetings. No logical argu- 
ments are put forward, no attempt is made to state any reasonable case 
against the Jews; they are simply vilified and accused of being the 
real disturbers of the meeting and the inciters to not. Clark made a 
reference to a Public Meetings Act, by which he claimed that he had 
the right to say what he wished without interruption, and that the 
police must remove all offenders, “The Home Secretary, however, 
favours our enemies; the police are not with us; therefore we our- 
selves will remove those who cause the disturbances, and appeal to you 
people not to let them interrupt a quiet and peaceful meeting.” We 
are not left in doubt as to which people he pretends are the cause of 
the disturbances at the meetings. “There are already some Jews 
present, but the main Jewish continger* will come later to disturb the 
meeting.” 

Here again the Blackshirts are attempting to do what Hitler so 
cleverly did at his meetings. Hitler says: “ Every meeting that 1s 
protected exclusively by the police discredits its organisers in the eyes 
of the masses.... At that time, when we National Socialists held a 
meeting, we were its masters, not the police. Every minute, uninter- 
ruptedly, we stressed this mastery of ours. Our opponents knew 
perfectly well that anyone who provoked us would infallibly be thrown 
out....” Later Hitler reveals the success of his methods: “ One can 
never rely on being protected by the authorities ; on the contrary, it has 
been our experience that they only help the hecklers. At best, the only 
success achieved by the authorities and the police is that they break 
up the meeting. This, after all, was the only end and purpose of one’s 
opponents .... Consequently, a determined bandit always has it in his 
power to make it unpossible for decent people to continue their 
political activity....” And Clark with his Blackshirts in Bethnal 
Green is attempting to follow exactly the Nazi example when it 1s 
declared, for instance, that “ the importation of Jews with razors from 
Camden Town will not be tolerated by White Men,” and that they will 
protect themselves if the police continue to favour their enemies. 

Does Clark really believe the story that he tells at every Black- 
shirt meeting? “In the old days they trained cocks to fight each 
other .... while the fight was going on, the real dirty work was being 
done....the old Jewish crook was going about picking the pockets of 
the watching crowd....the same thing is happemng to-day....” 
One is reminded that Hitler said: “ It is part of my gemus to act as if 
the Jew were to blame for everything.” The Blackshirt movement in 
Bethnal Green was dead until it began to attack the Jews. 


BLACKSHIRTS AT TOTTENHAM 


A Hostile Audience 
QUESTIONS UNANSWERED 


The Blackshirt meeting held at West Green Road, South Totten- 
ham, on Sunday evening was in marked contrast to the meeting 
held at Bethnal Green on Friday. In the latter case, there was a 
conscious: attempt to apply Hitler's propaganda methods; in the 
former, the meeting was dull and boring because the speakers did not 
seem to be convinced anti-Semites and had not yet realised that it is 
only Jew-baiting which attracts any English audience to Fascism. 
In fairness to the Blackshirt movement, it must be explained that the 
experienced anti-Semites were away on holiday. 

“In Palestine, Arabs are killed because they refuse to yield to the 
great umpositions. ... there is no publicity given to the Arabs or talk 
of sanctions as there was in the Italo-Abyssiman affair . . . this is 
because of the secret Jéwish influence .... a small alien clique is in 


control of the Press.” Apart from these statements and an interesting’ 


Jewish mterlude later, there was no Jew-baiting at South Tottenham. 
The audience of some 200 showed its hostility and its low opinien of 
Fascism by continually interrupting the speaker with statements such 
as: “What bunkum! Talk sense!’ The speaker made clear, on behalf 
of the B.U.F., that the black man was an undesirable being, who was 
endeavouring to reduce the standard of hving of the white man. 
When members of the audience objected to this, he said: “Would 
you let your daughter or your sister marry a black man?” And that 
marked the intellectual level of his. words. He said that his party 
was the only party that was not merely talking about reducing 
unemployment; it actually had an unemployment policy. This was 
their policy to reduce unemployment : “We will form a united Empire; 
we will give a higher wage to every man; a higher wage means more 
purchasing power circulating and more goods being bought; more 
goods being bought means more production; and more production 
means more work in Britain and the Empire.” A Gentile behind me 
commented that it was like catching tiddlers with a large fishing net. 

He then went on to boast that, far from Fascism dying, as Tue 
JEWISH CHRONICLE was telling them, “it to-day has hundreds of 
branches throughout the country, although it only started in 1932 
with twelve members. ...”’ Your Correspondent also learned that we 
have “Fascism to thank for free speech to-day” and that the Fascists 
were holding more than 1,000 open-air meetings per week in England. 


The audience, composed mainly of Gentiles, began mercilessly to 


question the speaker, and it was amusing to see him so continuously 
confounded. He had not yet learned that a good anti-Semite can 
answer any question. 

A Jewish lady asked: “Does your party allow English citizens 
to walk freely through the streets?” And being assured that it did, 
she pointed towards a Blackshirt standing by the platform and 
demanded to know why he followed her down the street the other 
night and insulted her with abusive remarks. The speaker was 
dumbfounded. He could not answer. He began to talk of something 
else. But a voice roared: “Explain! Why did that Blackshirt insult 
that lady?” The cry was taken up by the audience—but no answer 


‘was given. Instead, we were told that the Jewish Community had 


formed a wall between themselves and the Gentiles, and the Jews 
were entirely to blame for everything. “I lived down Evering Road, 


but I had to move away because of this barrier.” Subsequent question- 
ing revealed that the speaker had lived there for over twenty years, 
even when there were very many Jews living there. 

This meeting clearly showed that there is no ground for National 
Socialism as such. The Socialist part is covered by the Labour Party. 
The National part by the Conservative Party. And when it attacks 
the rule of the City it is merely repeating the words of the Social 
Credit movement. The only basis of appeal left for the Biackshirt 
Party, if it wishes to add to its present scum following, is Jew-baiting. 


STOKE NEWINGTON FIASCO 
Jew-Baiting Avoided 
AUDIENCE BORED BY B.U.F. '‘POLICY”’ 


The gentleman who was taking shorthand notes at the meeting 
organised by the B.U.F. at Gordon Road, Stoke Newington, on 
Tuesday last, seemed to exercise a great influence over the speaker. 
Comments of: “Ain't it quiet here to-night ’” were general. The word 
“Jew” or “alien” was not mentioned frequently. Deliberately, and I 
use this word advisedly, the speaker droned on about the Corporate 
State which the British Union of Fascists would set up when it got 
into power, and the audience, noticeably bored, spht up into small 
groups. Only when the speaker concluded with the words: “On 
economic grounds alone, the Fascist case is unassailable,” did the 
audience arouse itself and laugh heartily. 

The speaker did not, and would not, answer questions directly. 
He either twisted them or, if he found them too pertinent, told the 
questioner he would not answer. Mis-statements were, of course, 


Did the Jews Play their Part in the War ? 
During the Great War 50,000 Jews are recorded 


as having served in one or other branch of His 
Majesty's Forces. 80 per cent. of those serving were 
in fighting units. 2,425 Jews gave their lives for 
Britain in the War —334 Officers and 2,091 non-. 
commissioned officers and men. Nearly 7,000 were 
wounded. Jews lie with their comrades in arms of 
other faiths in every war cemstery in Flanders, 
Gallipoli and elsewhere. Jews gained 5 V.Cs., 49 
D.S.Os., 263 M.Cs., 85 D.C.Ms., 329 M.Ms. and 
865 other honours and distinctions. The Commander 
of the Australian Forces during the latter part of the 
War was that brilliant General, Sir John Monash— 
a Jew. 

That the Jews had any motives for instigating the 
last War, or that they seek to embroil Britain in 
another war, is a foul and baseless calumny. 


——F rom the leaflet, “ The Jews in Britain,” obtainable 
Sree from the Woburn Press, Woburn House, W.C.1, 


made, In answer to a question as to how many aliens there were in 
the country—it was obvious that, although the term “aliens” was 
used, both questioner and speaker’ meant “Jews’—the answer was 
given that although there were no accurate figures available, he, 
the speaker, would guess that there were about four million aliens 
in the country. Liven the police constable beside your Correspondent 
seenied a trifle taken aback at this. It was also made clear that 
the only ahens who would suffer in a Fascist state would be “the 
people who are holding jobs which rightfully belong to British people, 
Those people will be sent home.” No definition was given of “right- 
ful.” and many members of the audience, including Gentiles, refused 
to believe that Jews would suffer no harm even if they were born in 
England. The speaker went on to prove that the financial system 
of this country was controlled by the Jews. “The price of gold and 
the movements of gold are determined each day by five Jewish firms. 
They are: N. M. Rothschild, Samuel, Joseph, 8S. Montagu and Moccatta 
and Goldsmid.” He would not answer the question as to the number 
of Jewish Directors of the Bank of England (there are none), but 
drowned all opposition by raising his voice, a very powerful one, and 
just talking, using long and empty phrases. E 
There were some 200 people present, and they showed very littl 
interest in the words of the speaker when he was jonotonously 
engaged in stating the economic case for the Corporate State, but only 
awakened when Jewry and international finance were mentioned. To 
your Correspondent, it is increasingly clear that it is only by bringing 
in the Jews that anyone can be persuaded to listen to a Blackshirt. 


ANTI-SEMITISM “A FILTHY DISEASE” 


Its Predisposing Conditions 
“THE JEWS ARE ALWAYS HANDY” 


“Artifex,” the well-known Church of England writer, devoted his. 


article in the MANCHESTER GUARDIAN on Tuesday to “The Disease of 
Anti-Semitism.” He wrote : 

“I will confess that there is nothing of which I am more afraid 
at the present time than the growth of anti-Semitic feeling in England. 
I regard it quite literally as a filthy disease, strictly comparable in the 
mental and spiritual sphere to black typhus in the physical sphere. 
For just as typhus, though it is a specific infection which is due to a 
definite microbe and must be caught, if one is to suffer from it, from 
someone who has it, nevertheless has its predisposing conditions— 
namely, malnutrition, dirt, poverty, cold and misery—so anti-Semitism, 
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‘unrwholesome things could grow and come to fruition 


while it is a specific mental disease and must be caught from some- 
one who suffers from it, also has its predisposing conditions which 
are curiously like those that favour typhus, being ignorance (a kind 
of malnutrition of the mind), hatred, poverty, unemployment and 
misery. However much we in England may deplore the persecution 
of the Jews m Germany, there is no doubt that we are ourselves 
largely responsible for it. A nation tinpoverished, insulted and 
humiliated supplied just the right soil in which all sorts of ugly and 
ere And when 
a nation seeks a- scapegoat for its misfortunes, the Jews are alwavs 
handy to bear the blame. Or again, when unemployment is eating 
out the heart of a people, what more easy, alas what, for fallen human 
nature, more natural, than for men and women to say: ‘Why should 
Jews be working when we, the rightful owners of the land, stand by 
idle?’ 

“And so times of poverty, of national humiliation and of 
unemployment are times when anti-Semitism may be looked for. But 
it is none the less a dangerous disease. A speaker at the great Free 
Trade Hall demonstration against the persecution of the Jews in 
Crermany held some two years ago or thore said a profoundly true 
thing. He said that the Jews in every age have stood by the crave 
of their persecutors. No nation has ever persecuted the Jews, no 
nation has ever tned to drive them from the country without suffer- 
ing for it. And even if no social and economic ill-effeets followed the 
cruel and ugly custom of Jew-baiting, it would be none the less true 
that it was dangerous for the whole nation. No people can drink 
deep of the cup of hatred without being poisoned, and when the Jew 
no longer offers a target for hatred, some other object will be sought 
and found... . 

“Even if the worst that has been said, the worst that could be 
said, about the Jew were true, it would still also be true that he has 
hus rights as a man, and that Chrstiamty forbids discrimination against 
any race and colour. But we here in Manchester know that the things 
which CuLe! propagandists say are not true, No one ts fool enough Lo 
deny that there are bad Jews. There are bad men in every nation. 
But no city, perhaps, has had more to thank Jews for in the past than 
Manchester, nor more to hope from them in the near future. In 
music alone what do we not owe them?” 


Fascist-Jew Brawl 


Magistrate on “ Disgraceful Conduct” 


A series of assaults at Ball's Pond Road, Dalston, last Saturday 
mght were unvestigated by the North London’ magistrate on Monday. 
Edward Lewis West, twenty, a café proprietor, of 52, Cookham Build- 
ings, Old Nichol Street, Bethnal Green, and Thomas Cameron, twenty- 
one, a painter, of 6, Exeter Houses, Whitmore Road, Shoreditch, were 
charged with insulting words and behaviour whereby a breach of the 
pence might have been occasioned: West was also accused of assault- 


ing Frank Denver, of 53, Strachan Road, Bow, George Webber, : 


of 84, Mildmay Grove, and Ernest Sadler, of 20, Hartwell Street; and 
Cameron was charged with assaulting a young man named William 
Brown. Cross-examimned, Sadler said he was a Fascist, but he did 
ne: call West a Jew. West, on oath, said someone called out that they 
were Jew bovs. He turned round and struck somebody. He was 
struck, went down, and did not remember any more. On his behalf, 
George Simmons and Patnck Sullivan gave evidence. The latter 
said some of the men in the crowd wore black shirts. They came from 
all angles of the road and set about West. The magistrate said this 
sort of conduct was pertectly disgraceful. It was sometimes difficult 
to know which sitle to beheve, but he had the assistance of the police 
to guide him as to which side he should beheve. “No one.” he 
commented, “can help it whether he is born a Jew or not a Jew. 
Nobody chooses his parents, and everybody is entitled to go about 
unmolested.” On the charge of using msulting words and behaviour, 
he unposed a fine of 20s. on each of the prisoners. West was fined 
20s. on each charge of assault against him, and Cameron was fined 
40s. for assaulting Brown. 


Jew-Baiters Bound Over 
Sequel to Finsbury Square Meeting 


Two men—Charles Harding, twenty-four, a clerk, of 63, Wenlock 
Street, Hoxton, and William Oddboy, twenty-one, a labourer, of 65, 
‘Great Chart Street—-were charged at Old Street Police Court on Fnday 
last with using insulting words and behaviour at Finsbury Square. 
P.S. Miller and P.C. Watson gave evidence that they were on plain 
clothes duty on Thursday and saw prisoners at a meeting at Finsbury 
Square. As the meeting was about to finish, a Jew said to the speaker : 
“It 1s all humbug; what about Jew-baiting?” Oddboy said: “Jew- 
baiting! You have not seen it yet!” and added: “What we want 
is a Hitler in this country to get rid of the dirty Jews.” He 
looked at Harding, who said: “Those are my sentiments.” The meet- 
ing broke up and the Jew went towards another meeting a few yards 
away, and prisoners followed. Prisoners denied the remarks attributed 
to them or that they followed anyone, The magistrate (Mr. Langley) 
bound them over to keep the peace for twelve months. 


Just Another Blackshirt Lie 


Last week's BLACKSHIRT, which is edited by John Beckett, con- 
tained an editorial attacking the News CHRONICLE, “ part-owners of 
which,” it stated, “are the Jewish Board of Deputies.” We are 
authoritatively informed by the Treasurer of the Board that the Board 
has no financial interest whatever in the News CHRONICLE or any other 
newspaper. 


SPEAKING at Scarborough recently, Mr. George Hicks, M.P., said : 
“When the workers offer resistance to Fascisti, it must stir us to a 
man. Evangelise this idea of fighting Fascism. Do not leave it to 
a few on a Council, or a propagandist at a street corner, to fight for 
the liberties we possess ‘to-day.” 


POINTS FROM LETTERS 


We wish to draw your attention to the following details of a 
constructive plan of action: (1) The formation of a British League of 
Jews, for the sole purpose of combating Fascist propaganda 2) The 
members to be recruited from all classes of Jewry. The backbone of 
the movement will be young Jews, who, like ourselves, are appalled at 
the unrestncted growth of anti-Semutism. (3) The movement will be 
absolutely non-political, since the aunms are clearly such. (4) The 
symbol of the movement should be the Umon Jack, with the Shield 
of David superimposed. (5) Failing the leaderslup of the Board of 
Deputies, a commuttee should be tormed under the patronage of THe 
JEWISH CHRONICLE. (6) The work of the central comunittee will be to 
formulate a CUIIP MAIL, to train speakers and issue orders to co- 
ordinate the activity of its local branches. (7) A fund must be started 
at once, under the auspices of a responsible Jewish body. (8) Methods 
of propaganda: Regular street-corner meetings wherever, and when 
ever, Fascist agitajion occurs. Trained speakers, with experrence of 
street-corner methods, would be selected, and young men of the 
orgamsation would act as stewards. These stewards should be trained 
in self-control and methods of keeping tiv peace fi all circulm- 
stances. A weekly pamphlet would be distributed which would deal 
with points of anti-Semitic propaganda.—I. H. Baum, 341, Queen's 
Road, and B. Apramowt1rz, 2990, Queen s Road, ly ton Park, E.13 


The growth of anti-Semitistn this countrs 


requires an over- 
hauling of our communal machinery. 


The present Board of Deputies, 
to my mind, no longer represents the Anglo-Jewish Conununity, and 
consequently is out of touch with the rank and file. The reason 1s 
because the Deputies are sclected by the Synagogue \\ hat about the 
large mass of Jewry which does belong thn SV nacogues The 
Joint Foreign Comrmmttee which purports to speak in the name of 
Anglo-Jewry consists of members of the Deputies aryl the Anglo Jewrsh 
Association on a filty-fifty basis. Is it not time the agreement between 
the two bodies were tertmuinatect, howevel usetul it may have been in 
the past? In every district there should be a Jewish Communal 
Counci, representative of all shades of opimon, whose duty should be 
to deal with the local affairs. The new Board ot Deputies should 
consist of representatives of these Councils m proportion to the popula- 
tion, irrespective of the number of Synagogues, which will themselves 
be represented on the local Councils. In this way the task of defending 
Judaism and combating anti-Semutisin would fall upon the shoulders 
ot the local Councils, and the be ward and its executive would co-ordinate 
the work.—-EL1 Morris, “ San Remo,” 1, Dudlow Gdns., Livetpool, 18. 


Here is. a_ tield” of ACTIVITES which could be well taken 
up by the Ziomst Orgamsation, both in the Metropohs and 
in the provinces. It 1s a job for which the Ziomsts are particularly 
well fitted in view of the semi-political nature of ther activities. What 
is more, the Ziomst stands first and foremost tor Jewish hberty, and 
the Fascist for its direct antithesis, so that the Fascist is the Zromst’s 
natural enemy——even. more so, possibly, than the Arab agitator. 
When the Fascist poison is disseminated in our newghbours’ homes 
by means of pamphlets such as the enclosed, “Ten Points of Fascist 
Pohey,”’ which I recerved under my door this mornrg; neutralisation 
of such poisonous information can only be effected by counteracting 
propaganda in the same direction, Le., with a simular distribution in 
the sare homes of pamphlets exposing the lving trash of the Faseist 
literature. For instance, the “Ten Points of Fascist Pohey” could be 
answered with “Ten Replies to Fascist: Policy.” in a well drawn up 
circular contaming information designed with a view to presenting 
the non-Fascist’s port of view.—-STANLEY 8S. GoLDsTONE, 44, Mayville 


Road, Liverpool. 


Press Officer to the Deputies 


An Important Appointment 


The Secretary of the Board of Deputies has issued the following 
statement : 

“The Board has appomted Mr. 8. Salomon, formerly Chief 
Sub-Editor in the London office of the Yorksurre Post, to be 
their Press Officer. Mr. Salomon, whose office hours will be 
from 10 a.m. to 6 p.m. (at the offices of the Board) wall be pleased 
to answer all enquiries and offer any information relating to 
Jewish affairs.” 

Mr. Sidney Salomon is a son of the late Rabbi Dr. B. Salomon, 
of the Manchester Great Synagogue. He is an Honours M.A. of 
Manchester University and a Barrister-at-law; he served in the Army 
during the War, where he obtained a commission; and was wounded 
at Passchendaele. For some time he was a Sub-Editor on the staff of 
Tue Jewisu CHRONICLE, subsequently becoming Foretgn Sub-Editor on 
the Suerrrie.p Dairy TeLecrarn. For ‘the last ten years he has been 
Chief Sub-Editor at the London office of the Yorksuire Post. He has 
had considerable experience of publicity and organisation work. 


Deputies’ Defence Fund 


The following sums have been received at these offices as 
contributions to the Deputies Defence Fund: M. Granditer, £7 78, ; 
Anonymous, 10s.; Miss Edith H. Yates and Miss Mabel F. Yates, 
£2: Dr. R. Sachs, £3 3s.; M. Shaer, £1; J. Seymour, 5s.; Hyman 
Jacobs, £1 1s.; Norman M. Jacobs, £1 1s.; 5. Rainsbury, £1 1s.; W. 
Phillips, £1 1s. ; Alfred Benjamin, £2 2s.; Dr. F. J. Bentley, £2 2s. ; 
W. Fagin, £2 2s. ; J. S. Marks, 5s.; Philip Goodenday, £10 10s.; 5S. 
Bloch, £1 1s ; E. Berman, 10s.; Lily Joseph, £1—Total £38 1s. Od. 


’ “The Jewish Chronicle” will gladly acknowledge and 
transmit to the proper quarter any donations sent to it for the 
Deputies’ Defence Fund. 
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The series of articles ‘‘In the Communal Armchair ”’ 


willbe resumed on return from vacation. 


“Mentor”? Memorial Fund for the Kiddies 


THANK YOU, CHILDREN! 


A goodly sum this week—over £50! 


precise. 


£59 8s. 1d., to be very 
£32 15s. of it comes from Mrs. Ada Freeman, who writes 


that it is collected mostly from children spending their holiday in 
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Bray, County Wicklow, and they hope that the “Kiddies” who 

benefit by their donations will enjoy a happy holiday. And so do 

we all. To’Mrs. Freeman and these thoughtful children our 

warmest thanks, and to all the other generous donors this week, 

too. We are still some way off the £1,500 we have set our hearts 

on—£1,275 13s. 2d. is the total to date. So will you all see what 

you can do about it ?—postal orders or cheques; every penny is put 

to good use. 

NINETEENTH LIST 

d, £ 

Shelagh, Piers and 

Tessa Coleman ... 

Geoffrey, Irwin, 

Audrey and Sonia 

Rosenthal ... = 7 6 


Luelia and Shirley 
Copeland, In 


s. dy 

Collected by Mrs. Ada 
Freeman, Bray, Co. 
Wicklow, lreland (mostly 
from children spending 
their holidays in Bray): 

Thelma and Roma 
Mirrelson ... 


6 


Muff Beth, Mossy. memory... jes 7 6 
Max William and Harold and Iris 
DavidAbrahamson 1 11 6 Vard ... 5 0 

Muff Beth, Mossy. Helen and Marlene 
Max William and Noyek 5 0 


David Abrahamson Watter, dJeffrev, 


(in memorv of Shirley and iva 
Grandpa Abraham. LAZATOUS 50 
Mrs. Lena Davies ... 5 0 

Phy ilis, Stanlev, Joyce Warnock eee 5 0 
Nevilleand Cy nthia Stanley Price 
Boland(In memory (London) ... 5 0 
of our de ar Babarra, Joan and 
“Granny Diane Seligman ... 5 0 

Harry, Be atrice, Jack, Don and Sophy 
Stanleyand Connie 50 
Jackson(In memory Elaine Freeman ..., 5 0 
of Auntie Mary)... 1 10 Doreen and Emille 

Adrian William David Ziotover... 50 
and Anna Myvyra Rene and Joy’ Shefts 
Cowan esr teen 10 6 (In memory of 

Rene, Esme, and ** Daddy ”’)... 50 
Bernard Green ... 10 0 Joy Shefts _... 

Hazel Robinson .... 10 6 Lenard, Janet anid 

Mrs. Isaac Marcus Michael Jacobs ... 5 0 
(In memory) _ 10 6 Bery! and Annette 

Blanch, Stanley and Preger ve sm 5 0 
Don Buchalter ... 10 0 Naomi Engleman 5 0 

Aubrey, Harold, Basil Phyllis, Jacqueline 
and Ruth Davis ... 10 0 and Geoffrey ‘iia 5 0 

Sylvia Watchman Simons children _.,.. 5 0 
(On occasion of her Evelyn Cowan ‘in 5 0 
marriage) 10 0 Ruth and Eve 

Leslie E. Morris _... 10 0 Sampson ... vis 50 

Ednaand Sybil Ellis 100 Mrs. Nurock ... ae 50 

Mrs. Rosefield (In Doris Gould (In mem- 
memory of my dear ory of **‘ Mammy’’) 5 0 
husband) ... ia 10 6 Marcia and Eric 

Josephine and John Epson we aa 50 
White ae sea 10 6 Mrs. Erwin Gold- 

Connie Buchalter ... 10 0 water 5 0 

Raphael, Marie and Stanley Lapedus ... 50 
Donald Seligman Don and Alan Erdberg 50 
(In memory of Jacqueline, Israelia 
frandfathers and aud Beulah Cowan 
uncles) 10 6 (In memory 5 0 


Enaand Joan Horwitz 
(Birthday gift) ... 5 0 


Stanley and Mavis 
Weiner (In memory 


of grandparents) ... 10 0 Juliette, Freda, Sybil 

Billie, Arlette, Rath and Maurice Marcus 
and Dennis Noyk (In memory of 
(im memory of grandparents Shill- 
grandfathers) ... 10 0 man and grand- 

Stella and Aubrey father Marcus... 5 0 
Shaw (in memory of Pobby Wine ... na 50 
our dear ‘“‘Mammy”") 10 6 Sylvia and Mervyn 

Mrs. M. Samuels (on Medalie a 50 
occasion of sons’ Mrs. Minna Wine ... 5 0 
weddings) .., ‘aii 10 0 Mrs. Elsie Stein... 5 0 

Lenard, Ellis, Allan Freda Tuohy... en 5 0 
and Desmond Ruth, Rosalind and 
Freedman ..., wi 10 0 Cecil Weiner eau 5 0 

Carmel and Joy Betty and Lulu Clein 5 0 
Gold ... 10 0 Rivilie, Myra and 

Leslie, Eric and Freda Baker 5 0 
Pear! Levenson (In Elsie Levin ... 50 
memory of Grand- Harold, Gerald and 
parents) .., 7 6 Mildred Fineman 40 


“A picture of contentment—framed 
in the smoke of 


[Ramon Allones\ 


Habana cigars 


£s. 
Mrs. Elyan ... — .«.. 40 Sylvia, Dorothy, Lily, 
Elaine and Adele Malvina and Anita 
Shillman (iin Cowan 26 
memory of grand- Mr. Bernard Wine’s 
parents Shillman, Grandchildren... 26 
Grandpa Goldberg Cecil, Iris, David and 
and Aurtie Nellie) 40 Raphael Silverman 26 
Milton Jeffs (Man- 82 150 
Judith & Maurine Wright 50 
Barbara Me ide! 26 
Eudice bi salter ... 26 M. Jacobson, Newcastle- 
Judith Shrieder 26 on-Tyne ... 
Mrs. A. Sevitt 26 Mrs. R. Harrison, in 
memory of her husband, 
Gerald M. Woolf 26 Norman and Harold Jocls 1 10 
Byrns’ children... 26 P. Heilbron ... 10 0 
Mrs. Sirocco... ... 26 “In Gratitude,” M.W. ... 10 6 
Shirley Abrahamson 26 C. L. Earlsfield 50 
96 Mr. and Mrs. Walter 
Ruth 2 6 Jacobs, Sheffield ee 10 6 
Sunshine Woolf... 26 Izaak Abrahem, Shanghai 1137 
Beatty Yodakin ... 26 Ronald, David and Gerald 
Joan Jacobs ... 26 Deutsch ... ove 30 
Farren Bloom Mrs. S. Simpson ... 
Alan Swartzman Workers of Messrs. 8. 
Rikaand Alan Cohen Phyllis Myers “In memory 
(Manchester) ss 26 of her father, John 
Mrs. Asber Seligman Woolfe” ... hee 26 
(in memory) 26 To commemorate the 6th 
Stella Eppel... ... 2 6 birthday of Mimi 
Bella ‘Tobin (Lim- Margolis 10 0 
Ruth, Tan, Barbara and 
Geoffrey and Daphne footie, Johannesburg, 
Harrison ... e 26 “In memory of Grandpa” 4 40 
Bella and Doris Irene and Casper Solomon, 
Kaitzer (Limerick) 6 Leeds ee 10 0 


Hassia Rivlin Mrs. Doris Tomim, “In 


Mrs. Levenson 


> 


A loving memory of her 
nonymous ... see 
Adele and Desmond cle ar husband, Saul + we 
Van Aalast 96 Tumim” ... 
Rose Gillman jek 10 Mr. and Mrs. B. Cline, 
Basil and Cyril Treforest, Pontypridd 
Marcus yee 26 (Per M. D. David) 0 
Jack and Leonard 4 Sybille Ann and Trevor 
Edith Coplin... eee eee ees a0 
Rene Cherrick ove 26 vee ove 2 6 


1,216 10 1 


£1,275 13 2 


Previously received 


TOTAL 


*.* All donations in response to *‘ WATCHMAN’S”’ APPEAL FOR THE 
KIDDIES should be addressed to ** WATCHMAN,’’ THE JEWISH CHRONICLE 
OFFICE, 47/49, Moor LANE, E.C.2. Cheques and Postal Orders should be 
made payable to ** Watchman.”’ 


COLLECTING CARDS—Those who desire to help in this Collection by 
collecting personally, will be cordially welcomed. Collecting cards for 
the purpose may be had on application to ‘* Watchman,’’ at the Office of 
THE JEWISH CHRONICLE as above. All applications should be accom- 
panied by the names of two persons known to the collector as a guarantee 
of bona fides. 


Poor Children’s Entertainment Committee 

One thousand poor children, irrespective of creed, from the Borough 
of Hackney, were taken for a day’s outing to Southend last week, 
arranged by the Mayor and Mayoress (Alderman and Mrs. Goodrich). The 
children assembled at the Central Hall, Mare Street, at 8 a.m. and were 
placed in charge of a large band of stewards, consisting of Jews and non- 
Jews. The children were provided with an excellent lunch and tea. 
During the day they had ices, fruits and sweets, and each child received 
six new pennies. They were entertained at the Kursaal and had a sports 
meeting, at which prizes were awarded. At a luncheon for the Committee, 
Councillor Loweth praised the Mayor's excellent work on behalf of 
Hackney citizens. In proposing the health of Mr. J. Manning (the Mayor's 
Secretary), Dr. J. F. Midloursky said that in his thirty-eight years’ experi- 
ence of children’s outings it would be difficult to find a function better 
organised than the one that day. On the return to Hackney, Alderman 
H. Butler, J.P., expressed the children’s thanks to the Mayor, his helpers 
and local organisations and firms for their financial support. In replying, 
the Mayor thanked all who had co-operated with him, especially 
Councillors Loweth and Bloomfield, Mr. B. Goldstein, Mr. D. Walters and 


Midloursky, who responded. 


Dr. J. F. Midloursky has left for South Wales for a holiday and has 
been instructed by the Committee to enquire as to the conditions of poor 
children in the mining areas. He also intends to approach the leading 
clergy and mayors of South Wales with the object of promoting closer 
co-operation between Jew and Gentile in fighting the Fascist menace. 


TO READERS ABROAD 


THE JEWISH CHRONICLE is sent post free to 
subscribers at the following prepaid rates :— 


Perannum for6 months for 3 months 
merica places 

Abroad & in the Celonies} 25/6 .. 11/9 .. 

Canada eve eee 21/6 eee 10/9 eee 5/6 


OFFICES: 47/49, MOOR LANE, LONDON, E.C.2, 
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Obituary 


Dr. VICTOR S&S. SAUL (Southport) 
[From our Correspondent— MANCHESTER] 


A very well-known and popular medical practitioner in the Manchester 
of a generation ago has passed away in the person of Dr. Victor 8. Saul. 


at the age of sixty-eight. Latterly he had lived at Southport and 
also abroad. In the time that he practised in Manchester he gave 
his help to many of the local institutions, being Medical 
‘Officer to the Jewish Board of Guardians and to the Homes for 


Aged and Needy Jews. Many of the leading members of the Southport 
Congregation attended the funeral, which was in Manchester on Friday. 
The medical profession was represented by Drs. Hirson and Levy. 


Dr. S. MALLINICK ( Johannesburg) 


South Afncan Jewry deeply mourns the death of Dr. S. Mallinick. 
whuch has oceurred in Johannesburg He was a well-known medica! 
practitioner, an authority on Hebrew and Semitic languages and a pro- 
found Talmudist. He spoke fluently fifteen modern languages and he was 
an active member of the South Afncean Jewish Board of Deputies. He was 
born in Russia and graduated in medicine and philosophy in Germany. 
He a!so specialised in medicine in England, and took an English medical 
degree. He settled in South Africa in 1920. 


e The late Mr. HAROLD L. COHEN 
e: Dr. N. S. Lucas (President of the Jewish Religious Education 
Board) writes : 


a I cannot help feeling, even as I write this, that we who wish to put 


on record our feelings towards Harold Cohen are acting in almost direct 
= contradiction to the way in which he would have wished us to have 
y acted. His outlook on hfe was always unassuming, and he hated any 
= prominence being given to anything he did. No one will ever know 
he the full tale of his kindness and generosity. We who met him as 


Treasurer of the Jewish Religious Education Board were privileged to see 
more than a little of those qualities which I have already outlined, but 
also to understant] the motives of good sound sense actuated all 
. he did As a colleague on the Board said of him: “‘Cohen refused to 
: give an opinion on anything unless he really knew the subject.’’ His 


which 


generosity was not only that of money. He was always ready to give his 
tune to preside at functions of an educational or social nature, even 
when he should have been taking the leisure which his health demanded. 


We shall all 


The Rev. Barnetrr Joseru (a member of the JI.R.E.B.) writes: 


muss him 


| Harold Cohen was one of our best, one of our most loyal sons. Only 

ce two weeks ago, I heard his voice at the Jewish Relimous Education Board 

.. meeting. He loved the Board, even as the Board loved him. We will 

a4 never again hear his voice, so quiet, so gentle, so sincere, so cloquent of 

a human sympathy and of human understanding. To us at the Board, 

@ lis home-going 1s a loss which we shall always feel. It ts difficult in 

these testing days to replace men like hun. ‘The best, perhaps the only, 

tnbute we can pay hun 1s to carry on the work that was so dear to his 

; heart. The J.R.E.B. will never forget the honoured name of Harold 
Leopold Cohen. 

A special Service in memory of Mr. Harold L. Cohen; J.P., was held 
on Wednesday evenmng in last week at the Pnnces Road Synagogue, of 
which Mr. Cohen was for some years the Semor Warden. The Service 
was conducted by the Revs. Lewis Phillips, A. B. Coleman and R. H. 

a Levy, and among those present were Sir Hector Hetherington (Vice- 
‘ Chancellor of the University of Liverpool, also representing Lord Derby), 
Mr. Percy Corkhil (representing the Lord Mayor of Liverpool), Lady 
: Marquis, the Bishop of Warrington, Mr Ernest Snowden (representing 
Viscount Leverhulme), Colonel Sur John Shute, M.P., the Rev. D. Railton 
(Rector of Liverpool), Mr. Bertram B. Benas (President, Liverpool 
| Branch of the Anglo-Jewish Association) and representatives of many 
organisations in which Mr. Cohen was interested. In the course of hus 
sermon, the Rev. Lewts Phillips said: ‘‘We meet here to pay a respectful 
tribute to the memory of Mr. Harold L. Cohen. By lis unexpected 
Passing, we have been deprived of a most lovable personality Hus loval 
frankness, his gentle humour, his singularly happy disposition made to 
all who knew him an irresistible appeal. Thoroughly sunple in his personal 
afiairs, free from all ostentation and sordid egotism, he lavished his 
| a acts of benevolence in true princely style. There was hardly a Jewish 
| cause which did not find him a warm supporter and a generous 
contributor, and his all-too-short life has been a record of devoted and 
faithful service to the cause of noble charity. No one equalled him in 
his attachment to this Synagogue. No one excelled him in his efforts 
to foster education in this city, and his recent munificent aft to the 
University of Liverpool, for the bmlding of the new University hbrary, 
is a great and enduring monument to his worth. Proud of his religion 
‘ and faithful to it to the very end, he helped in a large measure to 
uphold among our Christian brethren the honour of the Jewish name.’ 


The ‘‘Last Post’’ and ‘‘Reveille’’ were sounded at the conclusion of the 
Service by members of the Jewish Lads’ Brigade. 
At the same time, a Memorial Service was held in the Liberal Jewish 
Synagogue, St. John’s Wood Road, London. In addition to the members 
f Mr. Cohen’s family, there was a large congregation present. The Service 
Bas choral, and the Rev. M. L. Perlzweig delivered an address. 


Mrs. Jane Kinpier, of 391, Bury New Road, Higher Broughton, 
Salford, whose death occurred last week, was a fine example of good and 
charitable Jewish womanhood and a notable helper of good causes. Her 
husband is Mr. Isaac Kindler, a Vice-President of the Homes for Aged and 
Needy Jews and a keen worker for the Talmud Torah and other imstitu- 
tions. A ward at the Homes for Aged and Needy Jews, the ** Isaac and 
Jane Kindler Ward,’’ was named in their honour some years ago. 

M. Daniet Sremsock, the Polish Government expert on Jewish Press 
matters, has died in Warsaw at the age of fifty-six. A few years ago he 
was awarded the Service Cross for his distinguished work. 


Every Jew's Will.—I give and bequeath to the Keren Kayemeth 
Leisracl, Ltd. (also known as the Jewish National Fund), of Brook House, 
Walbrook, London, E.C.4, the sum of.....................pounds free of duty to 
be applied to the general purposes of the Fund, and I declare that the 
receipt of the Secretary of the Company or of a Director of the Company, 
for the time being, shall be a full and sufficient discharge for the same. 

Icall upon every fellow-Jew to provide for the Jewish National Fund 
—that is for the redemption of the Land of Palestine—in his Will. For 
full particulars apply to the Jewish National Fund Bequest Department 
65, Southampton Row, W.C.—[ADvT.] 
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Books and Bookmen 


PROPHET AND PRIEST 


Prophet and Priest in Old Israel, by Adam C. Woich, D.D. (Student 
Christian Movement Press, 4s. 6d.). 

The earher of Professor Welch showed him to be an 
independent thinker in the field of Biblical research. Although him- 
self a critic, he is unwilling to adopt “assured results” of the Higher 
Criticistn as matters finally settled. In the present work, he takes up 
a viewpoint on a Biblical problem which 1s now usually accepted as 
beyond question by the modern school, submits it to close examination 
and the that it is wrong. The problem is the 
attitude of the prophets towards the sacrificial system. 

There the prophetic literature which 
apparently speak in slighting terms of the service of the Temple, and 
even seem to advocate its abolition. Hence. it Is deduced that the 
prophets were antagonistic to the sacrifices as a ritual indicative of 
an intenor religious standard. VIEW farther than 
that, and claims that the sacrificial cult, ordained in the Pentateuch. 
did not originate with Israel, but was borrowed from the practice of 
the Canaamites when the people settled in their land. The prophets, 
in consequence, looked upon the sacrificial rite with detestation, as 
something pagan and foreign to the Israelite religion. 

Dr. Welch effectively disposes of this contention. 


books 


reaches conclusion 


are several passages in 


The modern 


He proves that 
unnustakable traces can be found of the practice trom the carlest 


periods of Hebrew history. Long before the settlement in Canaan, 


the accustomed to aninial offerings nus an 
important element un them mode of worshup. 


Israelites had hec 


A passage which is always 
quoted iis indicating that CGeod hac not commanded sacrifices to Moses, 
viz., Jeremiah VIT, 21,22, he shows to be wrongly interpreted. The 


prophets, he argues, are misunderstood when it is umagined that they 
were opposed to the whole system as such. What they were against 
was a torm ot worship which consisted only of these ritual acts and 
d the fundamental place which spirituality and nght ethical 
have in religion. 


ignore 
living 

The theory that there was a deep gulf between the religion of 
the prophets and that of the priests he holds to be an exaggeration 
of the truth. He reasons cogently that it was the later priests who 
preserved the prophetic writings. It the adherents of the Temple 
had read anything contrary to the maintenance of that institution in 
the utterances of the prophets, it was within them power to suppress 
ther circulation among the people. That they did not do so, but 
knowledge of them, demonstrates that 
the alleged antagonism exists only in the imagination of book scholars. 

The author makes a shrewd point when he writes : 


on the contrary fostered a 


professor, 
whe has passed trom being a Student into a cham and who has spent 
his life in lecturing, enormously over-rates the value of ideas expressed 
in words. 


He himself spends most of his hfe among words, which 


But the Minister of a con- 
gregation soon discovers that religion, when it passes into the lives 
of men, is expressed not in men’s words, but im the things they do day 
bs day in comsequence ol thei taith.” 


to him are the final expression of ideas. 


The treatment of Bible religion 
has been too much in the hands of theorising professors who have 
little «or 


no expenence of the workings of a religious community, 
Professor 


Welch has had experience, and the knowledge he 
denved therefrom has helped him considerably in lus book to defend 
the older and true standpoint. 


such 


A. COHEN. 


Bibliography of Jewish Bibliographies, by S. Shunami (Jerusalem, at 
the University Press, £1 10s.). 

Of the senes of publications of the Hebrew University of Jerusalem, 
which has already attained really imposing dunensions, 
issued is more useful than this volume : 


nothing hitherto 
ii Bibhography of Bibhograplnies 
on all matters connected with Jewish scholarship. It is methodically 
arranged under twenty-six headings, and tere is a magnificent analytical 
index. Henceforth, 1f a student or research worker wishes to know what 
has been written on a certar subject, or whether the catalogue of some 
particular library or collection of manuscripts has been published, he must 
begin by turning to this compilation, where he will readily find an indica- 
tion of what volume or work he shoud consult. 

For Anglo-Judaica alone, for example, twelve collections are listed, 
ranging from the Bibliotheca Anglo-Judaica downwards. The eriticismn 
may, perhaps, be made that Dr. Shunami’s cnterion 1s not always easy to 
understand, and that he has sometimes included unimportant lists of 
authorities from various popular works, which might well have been 
omitted. But in a compilation of this sort it is better to be over- 
generous than niggardly, and Dr. Shunarm has produced a work truly 
indispensable for every serious student and for every library. 


Naphuria: the History of the True Akhnaton, by E. S. G. Bristowe 
(Herbert Jenkins, Ltd., 3s. 6d. net.). 

This refreshing and lively little sketch of the reign of the young 
King of Egypt, usually known as Akhnaton, the “‘ Heretic King,’ puts 
forward an interesting new interpretation of a famous crux of the Tel-el- 
Amarna letters. In these, the invaders of Palestine, against whom the 
local authorities appealed for help, are sometimes called ‘* Haberi,’’ which 
is thought to be equivalent to Jbrim_ or Hebrews: but sometimes 
‘‘Amorites,’’ which would appear to disprove this identification. Mrs. 
Bristowe suggests that the Israelites already settled in Transjordonia, who 
had driven out the original Amorite inhabitants, were confused by the 
bewildered Palestinians with those whom they had dispossessed, being called 
not, unnaturally “ men of the land of the Amorites.’’ Whether this will 
appeal to archaeologists or not, Mrs. Bristowe is assuredly going a little too 
far-when she suggests that Akhnaton’s religious reforms were based upon 
the sacred writings of Shem, son of Noah, recently rediscovered! 
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The series of articles ‘‘In the Communal Armchair ”’ 
willbe resumed on ‘‘Watchman's"’ retarn from vacation. 


“Mentor” Memorial Fund for the Kiddies 
----- 


THANK YOU, CHILDREN! 


A goodly sum this week—over £50! £59 8s. 1d., to be very 
precise. £32 15s. of it comes from Mrs. Ada Freeman, who writes 
that it is collected mostly from children spending their holiday in 
Bray, County Wicklow, and they hope that the “Kiddies” who 
benefit by their donations will enjoy a happy holiday. And so do 
we all. To Mrs. Freeman and these thoughtful children our 
warmest thanks, and to all the other generous donors this week, 
too. We are still some way off the £1,500 we have set our bearts 
on—£1,275 13s. 2d. is the total to date. So will you all see what 
you can do about it ?—postal orders or cheques; every penny is put 
to good use. 


NINETEENTH LIST 
d, £ 8. d, 


Collected by Mrs. Ada Shelagh, Piers and 


Freeman, Bray. Co. Tessa Coleman 7 6 
Wicklow. Lreland (mostly Geoffre y, in, 
from children spending Audrey and Sonia g 
their holidays in Bray) : Rosenthal 
Thelma aud Roma Luelia and Shirley 
Mirrelson ... Copeland, In 
Muff Beth, Mossy. memory... 76 
Max William and Harold and Iris 
DavidAbrahamson 1 11 6 Vard ... vee 
Muff Beth, Mossy. Helen and Marlene 
Max William aud Noyek 0 
David Abrahamson Walter, Jeffrey, 
(In -memory of Shirley and 
Grandpa Abraham- Lazarous 
son... Mrs. Lena Davies ..., 50 
Phyllis, Stanley. Joyce Warnock 5 0 
NevilleandCynthia Stanley Price 
Boland(In memory (London) .:. 
of our dear Dabarra, Joan and 
“Granny Diane Seligman . 5 0 
Harry, Beatrice. Jack, Don and Sophy 
Stanley and Connie bloom 50 
Jackson(In memorv Elaine Freeman... 50 
of Auntie Mary)... 110 Doreen and Emilie 
Adrian William David Ziotover ... 5 0 
and Anna Myra Rene and Joy Sheft« 
Cowan 10 6 (In memory of 
Rene, Esme, Ivor and ** Daddy ’’)... 5 0 
Bernard Green ... 10 0 Joy Shefts : 30 
Hazel Robinson .... 10 6 Lenard, Janet and 
Mrs. Isaac Marcus Michael Jacobs ... 5 0 
(In memory) nie 10 6 Beryl and Annette 
Blanch, Stanley and Pregrr ose 5 0 
Don Buchalter ... 10 0 Naomi Engleman ... 5 0 
Aubrey, Harold, Basil Phyllis. Jacqueline > 
and Ruth Davis ... 10 0 and Geoffrey eee 5 0 
Sylvia Watchman Simons children 5 0 
(On occasion of her Evelyn Cowan tee 50 
marriage) ... nie 10 0 Ruth and Eve 
Leslie E. Morris _... 10 0 Sampson ... 50 
Edna and Sybil Ellis 10 0 Mrs. Narock ... w 5 0 
Mrs. Rosefield (In Doris Gould (In mem- 
memory of my dear ory of *‘ Mammy’’) 5 0 
husband) .. an 10 6 Marcia and Eric 
Josephine and John Epson o 0 
White ci sida 10 6 Mrs. Erwin Gold- 
Connie Buchalter ... 10 0 water 5 0 
Raphael, Marie and Stanley Lapedus 5 0 
Donald Seligman Donand Alan Erdberg 50 


(In .memory of 
trandfathers and 


Jacqueline, Israelia 
and Beulah Cowan 


uncles) 10 6 (In memory) 5 0 

Stanley and Mavis Enaand Joan Horwitz 
Weiner (In memory (Birthday gift)... 5 0 
of grandparents) ... 10 0 Juliette, Freda, Sybil 

Billie, Arlette, Ruth and Maurice Marcus 
and Dennis Noyk (In memory of 
(in memory of grandparents Shill- 
grandfathers)... 10 0 man and grand- 

Stella and Aubrey father Marcus 5 0 
Shaw (in memory of Pobby Wine ... a 50 
ourdear’*Mammy”") 10 6 Sylvia and Mervyn 
rs. M. Samuels (on Medalie fe 5 0 
occasion of sons’ Mrs. Minna Wine ... 5 0 
weddings) ... aR 10 0 Mrs. Elsie Stein... 5 0 

Lenard, Ellis, Allan Freda Tuohy... 50 


and Desmond Ruth, Rosalind an 


Leslie, Eric and 
Pear! Levenson (In 
memory of Grand- 
parents)... 76 


Freedman ... nae 10 0 Cecil Weiner ie 0 

Carmel and Joy Betty and Lulu Clein 0 
Gold... 10 0 hiivilie, Myra and 

0 

0 


Elsie Levin sal 
Harold, Gerald and 


5 
5 
Freda Baker sah 5 
5 
Mildred Fineman 40 
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“A picture of contentment—framed 
in the smoke of 


Ramon Allones\ 


Habana cigars 
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£s. d. £s. a, 
Mrs. Elyan ... ee 40 Sylvia, Dorothy, Lily, 
anc dele Malvina and Anita 
Elaine and A 
memory of grand- Mr. Bernard Wine’s 
parents Shillman, Grandchildren ... 26 
Grandpa Goldberg Cecil, Lris, Davidand 
and Aurtie Nellie) 40 Raphael Silverman 26 
Milton Jeffs (Man- 82 15 0 
chester) ... dud 2 6 Judith & Maurine Wright 5 0 
Barbara Medel _... 26 “3 
Eudice bi cialter ... 26 M. Jacobson, Ne stle- 
Judith Shreder... 26 on-Tyne ... eee 86 
Mrs. A. Sevitt ves =° Mrs. R. Harrison, in 
Herman Isaacson ... 25 memory of her husband, 
enry eee 
Gerald M. Woolf... 26 Norman and Harold Joels 1 10 
Byrnos’ children 2 6 P. Heilbron ... 10 0 
Mrs. Sirocco ... 26 “In Gratitude,” M.W. ... 10 6 
Shirley Abrahamson 2 6 CG. L. Farisficld _... 50 
David Miller (on his Me end Mes Walter 
Jacobs, Sheffield 10 6 
Sunshine Woolf... 2 6 Izaak Abraham, Shanghai 1137 
Beatty Yodakin ... 2 6 Ronald, David and Gerald 
Joan Jacobs... 26 Deutsch ... 8 30 
Farren Bloom : Mrs. S. Simpson ... ee 
Alan Swartzman 26 Workers of Messrs. 5S. 
Mrs. Green (tselfast) Simpson, Ltd. ... 4: 
Mrs. Sherowitz 26 Phyllis Mvers “I 
(Manchester) 26 ier father, John 
Mrs. Asber Seligman Woolfe” ... 
(in memory) ves 2 6 To commemorate the 6th 
Stella Eppel 2 6 birthday of Mimi 
(Lim- Margolis ... bes 10 0 
Ruth, Ian, Barbara and 
Barry Morris 2 6 am 
Geoffrey and Daphne tootie, vonannespurs, 
Harrison ... - 26 In memory of Grandpa” 4 4 6 
Bella and Doris Irene and Casper Solomon, 
Kaitzer (Limerick) 26 Leeds 10 0 
Hassia Rivlin = 6 Mrs. Doris Tumim, “In 
Mrs. Levenson ae - loving memory of her 
rote dear husband, Saul 
Tumim” 
Van Aalast a 96 
Rose Gillman ‘ie 10 Mr. and Mrs: B. ¢ line, 
Basil and Cyril Treforest, Pontypridd 
Marcus 26 (Per M. D. David) 5 0 
Jack Leonard Sybille Ann and Trevor 
_Nurock (Liverpoo!) Michael Lyttleton, 
Gertie Samuels 2 Leodsa 10 0 
Rene Cherrick 2 6 


Previously received 1,216 10 1 


TOTAL £1,275 13 2 


*.* All donations in response to ** WATCHMAN’S’’ APPEAL FOR THE 
KIDDIES should be addressed to ** WATCHMAN,” THE JEWISH CHRONICLE 
OFFICE, 47/49, Moor LANE, E.C.2. Cheques and Postal Orders should be 
made payable to Watchman,” 


COLLEOTING CARDS—Those who desire to help in this Collection by 
collecting personally, will be cordially welcomed. Collecting cards for 
the purpose may be had on application to ** Watchman," at the Office of 
THE JEWISH CHRONICLE as above. All applications should be accom- 
panied by the names of two persons known to the collector as a guaranteo 
of bona fides. 


Poor Children’s Entertainment Committee 

One thousand poor children, trrrespective of creed, from the Borough 
of Hackney, were taken for a day’s outing to Southend last week, 
arranged by the Mayor and Mayoress (Alderman and Mrs. Goodrich). The 
children assembled at the Central Hall, Mare Street, at 8 a.m. and were 
placed in charge of a large band of stewards, consisting of Jews and non- 
Jews. The children were provided with an excellent lunch and tea. 
During the day they had ices, fruits and sweets, and each child received 
six new pennies. They were entertained at the Kursaal and had a sports 
meeting, at which prizes were awarded. At a luncheon for the Committee, 
Councillor Loweth praised the Mayor's excellent work on behalf of 
Hackney citizens. In proposing the health of Mr. J. Manning (the Mayor's 
Secretary), Dr. J. F. Midloursky said that in his thirty-eight years’ experi- 
ence of children’s outings it would be difficult to find a function better 
organised than the one that day. On the return to Hackney, Alderman 
H. Butler, J.P., expressed the children’s thanks to the Mayor, his helpers 
and local organisations and firms for their financial support. In replying, 
the Mayor thanked all who had co-operated with him, especially 
Councillors Loweth and Bloomfield, Mr. B. Goldstein, Mr. D. Walters and 
Dr. Midloursky, who responded, 

Dr. J. F. Midloursky has left for South Wales for a holiday and has 
been instructed by the Committee to enquire as to the conditions of poor 
children in the mining areas. He also intends to approach the leading 
clergy and mayors of South Wales with the object of promoting closer 
co-operation between Jew and Gentile in fighting the Fascist menace. 


TO READERS ABROAD 


THE JEWISH CHRONICLE is sent post free to 
subscribers at the following prepaid rates :— 


Perannum for6 months for 3 months 
merica and places 
Abroad & in the 23/6 .. 119 .. 


OFFICES: 47/49, MOOR LANE, LONDON, E.C.2. 
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‘Officer to the Jewish Board of Guardians and to the Homee 
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Obituary 


Dra. VICTOR SAUL (Southport) 
[From our Correspondent — MANCHESTER] 


A very well-known and popular medical practitioner in the Manchester 
of a generation ago has passed away in the person of Dr. Victor 8. Saul. 
at the age of sixty-eight. Latterly he had lived at Southport and 
also abroad. In the time that he practised in Manchester he gave 
hie help to many of the local institutions, being Medical 
for 
Aged and Needy Jews. Many of the leading members of the Southport 
Congregation attended the funeral, which was in Manchester on Friday. 
The medical profession was represented by Drs. Hirson and Levy. | 


— — 


Dr. S. MALLINICK (Johannesburg) 

South Afncan Jewry deeply mourns the death of Dr. S. Mallinick. 
wiuch has occurred in Johannesburg. He was a well-known medical 
practitioner, an authority on Hebrew and Semitic languages and a pro- 
found Talmudist. He spoke fluently fifteen modern languages and he was 
an active member of the South Afncan Jewish Board of Deputies. He was 
born i Russia and graduated in medicine and philosophy in Gertnans 
He also specialised in medicine in England, and took an English medical 
degree. He settled in South Africa in 1920. 


The late Mr. HAROLD L. COHEN 

Dr. N. S. Lucas. (President of the Jewish Religious Education 
Board) writes: 

I cannot help feeling, even as I write this, that we who wish to put 

on record our feelings towards Harold Cohen are acting tn almost direct 

contradiction to the way im which he would have wished us to have 


acted. His outlook on hfe was always unassuming, and he hated any 
prominence being given to anything he did. No one will ever know 
the full tale of his kindness and generosity. We who met him as 


Treasurer of the Jewish Religious Education Board were privileged to see 
more than a little of those qualities which I have already outlined, but 
also to understand the motives of good sound sense which actuated all 


he did. As a colleague on the Board said of him: ‘“‘Cohen refused to 
give an opinion on anything unless he really knew the subject.’’ Hhs 
generosity was not only that of money. He was always ready to give his 


tune to preside at functions of an educational or social nature, even 


when he should have been taking the leisure which his health demanded. 


We shall all miss him 


The Rev. Barxerr Josernu (a member of the J.R.E.B.) writes: 

Harold Cohen was one of our best, one of our most loyal sons. Only 
two weeks ago, I heard his voice at the Jewish Relhwous Education Board 
meeting. He loved the Board, even as the Board loved hun. We will 
never again hear his voice, so quiet, so gentle, so sincere, so cloquent of 
human sympathy and of human understanding. To us at the Board, 
his home-going 1s a loss which we shall always feel. It is difficult im 
these testing days to replace men like hun. The best, perhaps the only, 
tnbute we can pay him is to carry on the work that was so dear to his 
heart. The J.R.E.B. will never forget the honoured name of Harold 
Leopold Cohen. 


A special Service in memory of Mr. Harold L. Cohen, J.P., was held 
on Wednesday evening m last week at the Pnnces Road Synagogue, ot 
which Mr. Cohen was for some years the Semor Warden. The Service 
was conducted by the Revs. Lewis Phillips, A. B. Coleman and R. H. 
Levy, and among those present were Sir Hector Hetherington (Vice- 
Chancellor of the University of Liverpool, also representing Lord Derby), 
Mr. Perey Corkhill (representing the Lord Mayor of Liverpool), Lady 
Marquis, the Bishop of Warnngton, Mr Ernest Snowden (representing 
Viscount Leverhulme), Colonel Sir John Shute, M.P., the Rev. D. Railton 
(Rector of Liverpool), Mr. Bertram B. Benas (President, Liverpool 
Branch of the Anglo-Jewish Association) and representatives of many 
organisations in which Mr. Cohen was interested. -In the course of his 
sermon, the Rev. Lewis Phillips saud.: *‘We meet here to pay a respectful 
tribute to the memory of Mr. Harold L. Cohen. By his unexpected 
passing, we have been deprived of a most lovable personality. Huts loyal 
frankness, his gentle humour, his singularly happy disposition made to 
all who knew him an irresistible appeal. Thoroughly sunple in his personal 
affairs, free from all ostentation and sordid egotism, he lavished his 
acts ef benevolence in true princely style. There was hardly a Jewish 
cause which did not find him a warm supporter and a generous 
contnbutor, and his all-too-short life has been a* record of devoted and 
faithful service to the cause of noble charity. No one equalled him in 
his attachment to this Synagogue. No one excelled hun in his efforts 
to foster education in this city, and his recent munificent gift to the 
University of Liverpool, for the building of the new University library, 
is a great and enduring monument to his worth. Proud of Ins religion 
and faithful to it to the very end, he helped in a large measure to 
uphold among our Christian brethren the honour of the Jewish name.” 
The ‘‘Last Post’’ and ‘‘Reveille’’ were sounded at the conclusion of the 
Service by members of the Jewish Lads’ Brigade. 

At the same time, a Memorial Service was held in the Liberal Jewish 
Synagogue, St. John’s Wood Road, London, In addition to the members 
“af Mr. Cohen's family, there was a large congregation present. The Service 
Yas choral, and the Rev. M. L. Perlzweig delivered an address. 


_ 


Mrs. Jane KIinDLER, of 391, Bury New Road, Higher Broughton, 
Salford, whose death occurred last week, was a fine example of good and 
charitable Jewish womanhood and a notable helper of good causes. Her 
husband is Mr. Isanc Kindler, a Vice-President of the Homes for Aged and 
Needy Jews and a keen worker for the Talmud Torah and other institu- 
tions. A ward at the Homes for Aged and Needy Jews, the ** Isaac and 
Jane Kindler Ward,’’ was named in their honour some years ago. 

M. Dantet Srernsock, the Polish Government expert on Jewish Press 
matters, has died in Warsaw at the age of fifty-six. A few years ago he 
was awarded the Service Cross for his distinguished work. 
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Every Jew's Will.—I give and bequeath to the Keren Kayemeth 
Leisracl, Ltd. (also known as the Jewish National Fund), of Brook House, 
Walbrook, London, E.C.4, the sum of.....................pounds free of duty to 
be applied to the general purposes of the Fund, and I declare that the 
receipt of the Secretary of the Company or of a Director of the Company, 
for the time being, shall be a full and sufficient discharge for the same. 

Icall upon every fellow-Jew to provide for the Jewish National Fund 
—that is for the redemption of the Land of Palestine—in his Will. For 
full particulars apply to the Jewish National Fund Bequest Department 
65, Southampton Row, W.C.—(ADvT.] 


Books and Bookmen 


PROPHET AND PRIEST 


Prophet and Priest in Old Israel, by Adam C. Woaich, 0.D. (Student 
Christian Movement Press, 4s. 6d.). 


The earher books of Professor Welch showed him to be an 
independent thinker m the field of Biblical research. Although hin- 
self a critic, he is unwilling to adopt “assured results” of the Higher 
Criticism as matters finally settled. In the present work, he takes up 
a Viewpoint on a Biblheal problem which is now usually accepted as 
beyond question by the modern school, submits it to close examination 
and reaches the conclusion that it is wrong. The problem is the 
attitude of the prophets towards the sacrificial system. 

There are ‘several passages in the prophetic literature which 
apparently speak in slighting terms of the service of the Temple, and 
even seem to advocate its abolition. Hence, it is deduced that the 
prophets were antagomstic to the sacrifices as a ritual indicative of 
an inferior religious standard. The modern view goes farther than 
that, and claims that the sacrificial cult, ordained in the Pentateuch. 
did not originate with Israel, but was borrowed from the practice of 
the Canaamtes when the people settled in their land. The prophets, 
In consequence, looked upon the sacrificial rite with detestation, as 
something pagan and foreign to the Israelite religion. 

Dr. Welch effectively disposes of this contention. He proves that 
unnustakable traces can be found of the practice trom the earhest 
periods ot Hebrew history. Long betore the settlement iti (‘anaan, 
the Israelites had become accustomed to animal offerings as an 
unportant elernent in ther mode of worship. A passage which is always 
quoted as indicating that God had not commanded sacrifices to Moses. 
viz., Jerermah VII, 21,22, he shows to be wrongly interpreted. The 
prophets, he argues, are mmsunderstood when it is imagined that they 
were opposed to the whole system .as such. What thev were against 
was a torm ot worship which consisted onl of these ritual acts and 
ignored the fundamental place which spirituality and right ethical 
hving have in relimon 

The theors that there was a deep gull between the relimon of 
the prophets and that of the priests he holds to be an exaggeration 
of the truth. He reasons cogently that it was the later pnests who 
preserved the prophetic writings lt the adherents of the Temple 
had read anything contrary to the maintenance of that institution in 
the utterances otf the prophets, it was within they power! to SUpPpPress 
them erculation among the people That thes did not do sa, but 
on the contrary fostered a knowledge of them, demonstrates that 
the alleged antagonism exists only in the unagimation of book scholars. 

The author makes a shrewd point when he wntes: “A professor, 
who has passed from being a student into a char and who has spent 
his life in lecturing, enormously over-rates the value of ideas expressed 
in words. Hie himselt spends most of his lite words, which 
to him are the final expression of ideas. But the Minister of a con- 
gregation soon discovers that rehgion., when it passes unto the lives 
of men, is expressed not 1n men's words, but mm the things they do day 
by day in consequence of their faith.” The treatment of Bible religion 
has been too much in the hands of theorising professors who have 
little or no experience of the workings of a religious community, 
Professor Welch has had such expernence, and the knowledge he 
derived therefrom has helped him considerably im lis book to defend 
the older and true standpoint. 

A. COHEN. 


Bibliography of Jewish Bibliographies, by S. Shunami (Jerusalem, at 
the University Press, £1 10s.). 

Of the series of publications of the Hebrew University of Jerusalem, 
which has already attained really miposing dunenstons, nothing hitherto 
issued is more useful than this volume:-a Biblhography of Biblographes 
on. all matters connected with Jewish scholarship. It is methodically 
arranged under twenty-six headings, and tere is a magnificent analytical 
index. Henceforth, uf a student or research worker wishes to know what 
has been written on a certain subject, or whether the catalogue of some 
particular library or collection of manuscripts has been published, he must 
begin by turning to this compilation, where he will readily find an indica- 
tion of what volume or work he should consult. 

For Anglo-Judaica alone, for example, twelve collections are listed, 
ranging from the Bibliotheca Anglo-Judaica downwards. The eriticismn 
may, perhaps, be made that Dr. Shunami’s criterion is not always easy to 
understand, and that he has sometimes included unimportant hsts of 
authorities from various popular works, which might well have been 
omitted. But m a compilation of this sort it ts better to be over- 
generous than niggardly, and Dr. Shunami has produced a work. truly 
indispensable for every serious student and for every hbrary. 


Naphuria: the History of the True Akhnaton, by E. S. G. Bristowe 
(Herbert Jenkins, Ltd., 3s. 6d. net.). 

This refreshing and lively little sketch of the reign of the young 
King of Egypt, usually known as Akhnaton, the ‘‘ Heretic King,”’ puts 
forward an interesting new interpretation of a famous crux of the Tel-el- 
Amarna letters. In these, the invaders of Palestine, against whom the 
local authorities appealed for help, are sometimes called ** Haber,”’ which 
is thought to be equivalent to lbrim or Hebrews: but sometimes 
‘*Amorites,’’ which would appear to disprove this identification. Mrs. 
Bristowe suggests that the Israelites already settled in Transjordonia, who 
had driven out the original Amorite inhabitants, were confused by the 
bewildered Palestinians with those whom they had dispossessed, being called 
not unnaturally “men of the land of the Amorites.’” Whether this will 
appeal to archwologiats or not, Mrs. Bristowe is assuredly going a little too 
far: when she suggesta that Akhnaton’s religious reforms were based upon 
the sacred writings of Shem, son of Noah, recently rediscovered! 
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GERMANY 
THE OLYMPIC GAMES 
Streicher Tears off the Mask 


PURELY A PRETEXT FOR NAZI PROPAGANDA 


“When You Return to Your Home;... 


Smashing with brutal cynicism through the threadbare pretence 
that the Nazi Government is concerned with the Olympic Games in 
Berlin as a sporting and not as a political event, the latest issue of 
the Strvermer (Number 31, 1936) openly addresses itself to all Olympic 
visitors to Germany and exhorts them to pay homage to Hitler's 
“great work” and to espouse the anti-Semitic cause. The headlines 
read: “Olympia 1936"; “The SrverMer greets the foreign guests.” 
“The Olympic Games open in Berlin on August Ist,” the article states. 
“Tens of thousands of men and women from all lands have come to 
witness the mighty events which will take place in the Reichs sports 
arena.... But besides the purely sporting interest, there is another 
reason that brings these foreigners to Berlin. They are coming to see 
and get to know the Germany that Adolf Hitler has created. About 
no other country has so much been written in the last few years as 
about Germany.... The anti-German Press has been disseminating 
the most monstrous atrocity propaganda throughout the world. They 
write of strikes and disturbances, of bad harvests and starvation, of 
class struggle and civil war, of torture and mass murder. What is the 
truth?” 

The Stuermer, after having put up a fantastic Aunt Sally, then 
proceeds to knock it down. “ Look around you,” it declares. “ Do 
you now realise, you foreign guests, how the anti-German Press has 
deceived you? .... Mix with the common people and ask them their 
attitude towards New Germany.... The Germany of to-day has 
hecome clean once more. It has cleaned up the criminals of the under- 
world, the alien agitators and traitors. It is once more a joy to hive 
in Germany. All Olympic guests who judge justly will confirm this, 
and will also confirm that all tales of horror written about Germany 
are hes which only a devil could have invented. But the particular 
rage and hatred of a certain section abroad is particularly directed 
against the STUERMER.... However, the fact that this paper and its 
Editor (Julius Streicher) is attacked with such measureless rage shows 
it that it is on the right road. To be sure, the STUERMER’s language is 
cruder than that of other papers; but then the STUERMER 1s a fighting 
paper, and such a paper must put aside kid gloves and lay on with 
bare fists if it wishes to assert itself and its idea. The STUERMER is 
to-day the greatest anti-Semitic fighting paper in the world, and its 
chief task 1s to carry into the world the enlightenment about the 
World Enemy—World-Jewry. The world must learn the truth. It 
must know why the defensive struggle against World-Jewry must be 
carried forward with inexorable consistency to the end.” 

The article concludes ; “* We in New Germany have learnt to know 
the Jews and their baneful activity much more thoroughly than people 
abroad. We were on the verge of destruction, and so was the rest of 
the world. It is solely due to National Socialism that Jewish world 
domination has not become a fact. You Olympic guests now staying 
with us, you, too, must think of this. We hope that when you return 
to your own homes, you will respect the truth and report of the noble 
unpression that your stay in Germany had on you. But in restful 
hours, may you think over the problem that the Srvuermer has raised. 
Perhaps you will then recognise the world-embracing significance of the 
Jewish question. Perhaps you will then understand why we had to 
defend ourselves against the aliens and warn the world against the Jews 
tame and again. * The Jewish question is the key to world history.’ He 
who possesses this key is enabled to see into all the secrets and to 
understand fully the events of world history.” 


The Story of the Anti-Semitic Cow 
We learn from the same issue that even the cows in Germanv— 
thanks, no doubt, to the STueRMER’s indefatigable efforts—are begin- 
ning to acquire an adequate understanding of the “ Jewish question.” 
On Page 9 is the story of the “ Anti-Semitic Cow of Feldkahl.” “ That 
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even a cow can be put into a terrible rage by the sight of a Jew is 
proved by the following amusing incident that occurred in Feldkahl, 
Mainfranken,” writes a correspondent: “It appears that a Jew had 
approached a local peasant to persuade him to sell some cows when one 
of them, usually a perfectly quiet and peaceable beast, instinctively 
seemed to see through the Talmud-Jew’s unsavoury object. No sooner 
was it unvoked than it turned round and rushed upon the Jew.” After 
giving him a breathless chase into a neighbouring farm and up some 
steps, Streicher’s bovine disciple was eventually seized and hauled cff. 
“The cow that day earned a double portion of clover. Through its 
instinct, it has shamed. many a German peasant who has not yet 
realised that the Jew is an alien.” 

The same issue expresses indignation at the erection of a Syna- 
gogue on the Queen Mary, and suggests, with laboured irony, that 
not only Synagogues but slaughterhouses, wailing walls and Talmud 
high-schools should also be installed on ships in which Jews travel. 

One last gem from this Olympic farrago of grotesque nonsense. 
A paragraph on Page 3 reads: “ The Communist, Arthur Horner, who 
was elected, in Cardiff, Chairman of the South Wales Miners’ 
Federation, is a Jew.” 

The Hon. Ivor Montagu writes, in a letter in last Sunday’s 
Reynoups News: 

‘‘ In view of reports that the notorious anti-Semitic German news- 
paper, the StvweERMER, was to be temporanly suspended from publication 
and sale in order to avoid affronting foreign opimon during the period of 
the Olympic Games, I should like to state that on passing through Berlin 
last week I noticed copies of the current issue exposed for sale at the 
newspaper kiosk of the airport, and myself purchased two copies.”’ 

The Morninc Post reports that Julus Streicher was one of the 
“notable guests ” who occupied Hitler’s box at the Olympic Stadium 
when the Fiihrer paid a visit to the Games last Monday. 


An Olympic “Hymn of Hate” 


The Duteh Haacscue Post, in a recent issue, quotes a song, now 
said to be current in Germany, of which the following is an approximate 
rendering : 

“ Have patience, boys, have patience still, 
Incite not openly; until 
The autumn we must waiting stand, 
Else we play into Judah’s hand. 
When once Olympia is past, 
Then, boys, the spring-clean comes at last. 
Then well do all the wondrous things 
At which our heart with gladness sings. 
Then we'll have one more glorious go 
And set about the Jewish foe. 
Take heed, oh Israel, take heed, 
And start decamping with all speed— 
And take the priests along with you, 
There's nothing for them here to do; 
Even without their shining halo 
Into Valhalla one day we'll go.” 


JEWS WHO PARTICIPATED 
An English Jew as Radio Commentator! 


A number of Jews are reported to be participating in the Olympic 
Games in Berlin, apparently undeterred by the treatment meted out to 
their fellow-Jews in Germany by the Nazi Government. 

The Jewish Telegraphic Agency reports that two American Jews, 
Sam Stoll, of Michigan, and Marty Glickman, of Syracuse, are com- 
peting for the U.S.A in the 400 metres relay race. The Polish contin- 
gent 1s stated to include three Jews, Shepsel Rotholz, Poland's feather- 
weight champion boxer, Leon Schreibman, the Warsaw swimming 
champion, and Kantor, the Lodz fencing champion. The case of 
Rotholz calls for special sympathy. He is a member of the Left Poale 
Zion Club “ Gwiazda,” but is at present serving in the army, and 
received orders to join the Olympic team. On leaving Warsaw, he 
stated that while unwilling to take part in the Olympic Games, he hay! 
no choice but to obey the orders of his superiors. Kantor is also now 
serving in the army. It is expected that all three athletes will be 
expelled from their respective clubs. 

According to the C. V. Zerrune, there are two Jewesses in the 
Hungarian swimming team, Magda Lenkey and Lili Fonyo. ‘ 

The Austrian contingent includes the following Jews: Finezus, 
Konig and Guth. One other member, Grete Neumann, is of Jewish 
descent. None of these contestants is any longer a member of the 
Austrian Hakoah Club. 


H. M. Abrahams in Berlin 


Mr. H. M. Abrahams, the well-known British international athlete, 
broadcast a commentary on the Games from Berlin during several 
afternoons this week. His curious attitude towards participating in 
these Nazi propaganda Games was the subject of discussion in these 
columns some months ago when he opposed a resolution at a meeting 
of the Amateur Athletic Association calling for non-participation by 
British athletes in the Berlin Games. | 


SALE OR LIQUIDATION ? 
Jewish Business-Men and the Lesser Evil 


Jews who have been compelled, as a result of the Nazi regime, to 
sell their businesses to “Aryans” have been finding themselves involved 
in a three-fold hardship : In the first place, they lost their businesses; 
secondly, they received very low purchase prices for them; thirdly, 
many “Aryans” who bought Jewish businesses have never completed 
their payments. It is a common practice for “Aryans” to enter into 

on of Jewish businesses and then to decline to pay the final 
instalments of the purchase prices on the plea that they had been 
deceived by the former Jewish proprietors and that the agreed purchase 
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price was too high. In such cases, the courts invariably give credence 
to the new “Aryan” owners and dismiss the pleas of the Jews. It is 
not surprising, therefore, to find that many Jewish businesses preter 
total liquidation sales to selling their businesses as going concerns. 
It is true that they have to sell their goods at very low prices; but 
they are, nevertheless, in a position to obtain cash for their goods, and 
they save themselves the trouble of claiming money from “Arvans” 
in vain. Thus the largest nien’s clothing business in Stuttgart belong- 
ing to a Jew, Hertz, has recently announced a liquidation sale of its 
total stock. | 

At the same time, Many Jewish businesses continue to pass 
mto “Aryan” hands. The latest Jewish businesses sold to “Arvan ” 
include Chemische Fabnk Wittlich, Wittlich, Rhineland (chemical 
wotks); Loewenstein and Co., G.m.b.H., Hagen, Westphalia (mail 
order firm); Hermann Sann, Zittau, Saxony (gentlemen's outfitter) : 
Leopold Gadiel, Berlin (clothiers); E. Klappholz, Worms (leather 
goods); and Marks and Goldschmidt, a well-known banking firm of 
Mannheun. 

Tae well-known Magdeburg Jewish departmental store of 
Barasch, which was some time ago involved in a Rassenschands trial, 
has also passed into “Aryan” ownership, and all the Jewish employees 
have been dismissed. 


New Passport Restrictions 


The practice of withholding passports from Jews, which has long 
been prevalent in Bavaria, is now, it appears, becoming general under 
a new police order, THe Times reports. In North Germany, Jews 
wishing to travel are unable to obtain passports, or if they possess 
expired ones, to get them renewed. This policy, it is given to be 
understood, 1s founded on instructions which rniay be superseded by 
some more definite announcement, although nothing is known of one at 
present... The assumption is that it 1s desired to check further the out- 
flow of capital and to prevent undesirable tales of conditions in 
Germany from being spread abroad by emigrants. 


“German Shop” Signs Replaced 
The notice “German Shop,” which “Aryan ™ shops in Germany 
were compelled to display in order to distinguish them from Jewish 
shops, iS, according to a report published in the Cologne STADT 
ANZEIGER, to be replaced by a notice which indicates membership of 
the German Labour Front, to which Jews are not admitted. It 1s 
explained here that the notice “ German Shop” has already served its 
purpose because every German ts now fully consmous of his “ racial ” 
obligations to buy only from “Aryan” shops. The removal of such 
notices has, therefore, been ordered and has for the most part already 
been carried out. 


GERMAN NEWS ITEMS 


Tre Court at Mainz has confirmed a decision annulling an agree- 
ment made in 1933 between a Nazi and the Jewish propnetor of a 
private school, to which he had sent his daughter, on the ground 
that the Nazi had signed the agreement in ignorance of the propnetor’s 
Jewish descent. 


REGULATIONS have been issued providing that Jews will be refused 
permits to act as professional advisers on foreign currency questions, 
Exceptions may be made in the case of Jewish emigration 


ANTI-SEMITIC literature has been increased by three new volumes, 
all of them “semientific” on the Streicher style. One of them has been 
written by Alfred Rosenberg. It deals with the “Immorality of the 
Talmud.” 


JULIUS STREICHER’S “STUERMER” has re-appeared in its old display 
boxes in the principal streets of Berlin, from which it was’ banned 
several months. ago in deference to the feelings of visitors to the 
Olympic Games. 

A STRICT warning to German teachers not to maintain any con- 
tact with any of their dismissed Jewish colleagues was given recently, 
at the concluding session of the national convention of teachers at 
Bayreuth, by Fritz Wachtler, the Nazi Commissioner for Education in 


Bavaria. 


BERNHARD Kow.er, Director of the Economic Department of the 
National Socialist Party, addressing the concluding session of the 
conference of high Nazi Party officials at Frankfort-on-the-Main, 
emphasised that tae Jewish spirit is being uprooted from Germany's 
¢ommerce and that Germany is now going to conduct its economic 
activities in the true German spirit. 


Tue President of the Reich Chamber of Art has forbidden the 
well-known Jewish architect, Herr Probst, of Nuremberg, to take 
“Aryan” pupils, on the ground that as a Jew he cannot be relied 
upon to educate Germans in works of art. 
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A Jewisn doctor, Ludwig Lion, aged fifty-five, of Niemegk, who 
had been accused of Rassenschande, has committed suicide. 

ANOTHER Jewish Community has disappeared as a result of Jewish 
emigration. The last Service has been held in the Synagogue in 
Nordstetten, the native city and burial place of the Jewish poet, 
Berthold Auerbach. 

Dr. GOEBBELS is reported to have confiscated the country house of 
Jakob Goldschmidt, former Director of the Danat Bank. He 


Is 
having the house fitted out for himself. 


THe official figures of emigration from the Rhineland show that 
dunng the official year 1934-35, there were 3,306 applications from 
persons, mostly Jews, to emigrate abroad. In the vear 1935-36, there 
were 4,184 such applications. 

THe new German code dealing with punishments for sacrilege and 
insults against religions makes no mention of the Jewish religion. The 
Jews hope, however, that the law will not permit any insults against 
the “ God of the Old Testament.” as the Old Testament is also sacred 
to Chnstians. 

Tre Nazi Press continues to demand definite legislation against 
Jewish ownership oft land. 


Ar Prien, fifty-five miles from Munich, on the Salzburg road, 
Storm Troopers recently orgamsed an anti-religious procession. It 
included caricatures of a Jew, a priest and a Bolshevik, with a banner 
mscribed : “Behold, the enemies of the State.” 


THe FRANKFURTER VOLSKBLATT, the Nazi official organ for Hesse- 
Nasau, says: “ When the Olympic Games and the party congress are 
over the whole Nazi movement will enter upon its winter fight.” 


Court decision: A divorced Jewess whose “Aryan” husband has 
been given the custody of their child may not see the child in her 
flat, even if she pronuses that none of her Jewish relations will be 
present. She can only demand to meet her child outside her own 
apartment, 


THe Dresden othaial Nazi orvan., the FREIHEITSK AMPF, has pub- 
lished letters sent to the editor by local Nazis, complaining of the 
“ynpudent conduct” of Jewish schoolboys in using the River Elbe 
pleasure boats. The editor of the Nazi organ, in reply to the letters, 
requests his readers not to write to the Press about it, but to teach 
the Jewish boys a lesson “that they are only guests in Germany.” 


Tue publishers of the JUDENKENNER, now banned, have circularised 
their regular subsenbers with a dupheated bulletin, in which they 
refer to eflorts which are being made to get the ban lifted. The 
bulletin contains just the same violent anti-Semitic matter as the 
JUDENKENNER did, but as it is not on sale at bookstalls it will not 
offend the visitor to the Olympic Games nor will it compete with 
Streicher's STUERMER. 

THe Berlin Court appointed an “Aryan” guardian for a Jewish 
minor. The ward protested and demanded a Jewish guardian. The 
superior court has now confirmed the onmginal appointment, on the 
grounds that no Jew can hold an othce of honour. He cannot, there- 
fore, act as guardian. 


THe Executive of the Jewish Conununity in Diisseldorf has 
decided to sell the Synagogue at Ratingen to the mumempality. No 
Services have been held in this Synagogue for many months as a result 
of the decline of the Jewish population there. 

THe Ziomst Federation of Germany is orgamsing a “ Birahk” 
Exhibition in Berlin, which will open on September 6th and will 
continue until the 13th. It wall illustrate Jewish cultural activities in 
Palestine. 


Unauthorised Collections for Charity 


From Mr. BERNARD M. GOLDREI 
To the Editor of Tuc Jewisu Curonicie 


Sin,—About a couple of months ago you published a warning about 
a young man who was calling on Jewish people asking for donations for 
a non-existent Young Israel Fund. A few days after this notice appeared, 
this young man called on me and, after telling hun | had seen you 
notice, I advised him to eall on the Jewish Board of Guardians instead 
of making money tlegally. 

Last night, another young man called—this time on behalf of 
what he called the North London Young Israel Aid Society, and I was 
handed a book similar to the one handed me by the first young man 
and containing, as before, the names of a number of well-known Jewish 
people. 

I feel that you should have these particulars and make the fullest 
possible use of them, as these bogus charitable calls have been carried 
on, from my own experience, since the summer of 1934, when the first 
young man called on me. 

I am afraid I cannot describe the second one very well, but he called 
himself Henry Marks, was of Jewish. appearance, hatless and had slightly 
curly black hair. 

I am, &e., 


25, Abbey Lodge, N.W.8. BERNARD M. GOLDRET. 


EXCLUSIVE & DISTINCTIVE DESIGNS. 
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Imperial and Foreign News 
SPAIN 


Precarious Position of Jews 
Rebels’ Alleged Anti-Semitic Policy 
MOROCCAN COMMUNITY IN JEOPARDY 


According to reports in the French Press, the position of Jews 
in Spanish Morocco, which is in the hands of the Fascist forces, is 
precarious. The entire Jewish community of Melilla is said to 
have been interned. Rumours are also current that German agents 
are actively concerned in these matters and that the Jewish 
community at Gibraltar has appealed to the British Governor to 
intervene on behalf of the Moroccan Jews. 

In Spain itself the policy of the rebels is alleged to be definitely 
anti-Semitic. In a wireless broadcast from Seville, which is in 
Fascist hands, one of the rebel leaders stated that “ International 
Jewry” was definitely on the side of the Spanish Government. 
During the last general election, it is pointed out, the Spanish 
Fascist Party already made use of anti-Semitic propaganda in their 
official organ FALANGE Espanot. The present revolt, the French 
Press further reports, is being financed by the owner of the anti- 
Semitic paper INFORMACIONES, Senor March, the banker. 

According to the DAtLy MAtL Special Correspondent at the anti- 
government headquarters at Burgos, the Fascists state that they have 
declared war on “Marxism, Separatism, Judaism and Freemasonry.” 


The Barcelona Jewish Community has organised free kitchens and 
relief for the German Jewish refugees. 

Members of the Palestine Hapoel team who went to Barcelona to 
take part in the anti-Nazi Olympiad have now been evacuated from Spain, 
and are on their way home to Palestine. 


DANZIG 
Legalising” Anti-Jewish Propaganda 
High Court's Amazing Decision 


A verdict has been handed down by the Danzig High Court, as 
reported in the DANZIGER JURISTENZEITUNG, which virtually permits 
discrimination against Jews and thus openly violates the Danzig 
Constitution. The verdict concerns an action brought by a number 
of Jewish tradesmen for the removal of a notice displayed in the 
offices of the General National Health Society of the Free City, 
which declared that “ he who buys from a Jew is a national traitor.”’ 

The High Court dismissed the action, and in its judgment points 
out that the plaintiffs “have no legitimate right to bring such an 
action because the notice refers to a much wider and indefinite 
circle of people. It can be interpreted rightly only if one takes 
into account the fight between National Socialism and Jewry aiming 
at the destruction of Jewry’s economic power within the German 
nation. 

“ Regarded from this point of view,” the judgment continues, 
“the propaganda notice reading: ‘He who buys from a Jew is a 
national traitor, merely means that Germans ought to refrain from 
purchasing goods from Jewish shops, and that they should not 
have any business dealings with Jews. This request affects every 
Jew who is in business. It is not true that it merely concerns the 
Jews who are resident in Danzig. It is also directed, for instance, 
against those numerous Jews who are engaged in internatienal 
trade and who pass through Danzig or who stay a short time in the 
sity. It further contains an admonition to Germans not to have 
any business dealings with Jews when visiting Germany or Poland. 
These facts show,” the judgment concludes, “that the request 
contained in the notice concerns too great a number of people to be 


definitely directed against the plaintiffs, and the action is, therefore, 
not justified.” 


POLAND 


Colonies for “Superfiuous” Jews 
Government “Solution” of the Jewish Problem 
OFFICIAL REQUEST TO LEAGUE OF NATIONS ? 


[From our Correspondent—Wanrsaw] 


Colonies for Poland for the settlement of Polish Jews is 
demanded in a declaration published by the Foreign Office in 


Warsaw last week. The declaration, which is issued in the form of | 


an official communique, calls on the League of Nations to take up 
the problem of over-population in Poland “ before she is faced with 
another serious crisis.” ‘Territories in South America and Africa 
are mentioned as “most suitable” for Polish colonisation. 
“Poland,” says the communiqué, “has the largest natural increase 
in Europe, and her natural resources are not sufficient to feed the 
whole population. Poland must, therefore, attach great importance 
to the problem of emigration. Both the over-population of Poland 
and the Jewish problem, which, the communiqué says, have their 
roots in the structure, social and economic, of the Jewish 
population can be solved only through emigration, through settle- 
ment on territories still uninhabited and uncultivated.” 

A further passage declares that countries possessing large 
monetary resources and capital at low rates of interest (meaning 
France and England) should provide the funds for colonisation, 


This means that the League would find the territory, Poland would 
“provide” the Jews and other elements, and the rich countries 
would supply the wherewithal under League guarantees. The 
recent Italo-Abyssinian war is taken as an example of the dangerous 
extremes to which overpopulation can lead. 

The demand for colonies has been heard in Poland on 
numerous occasions, while the claim that emigration is the only 
solution of the “ Jewish problem ” is by no means new. But it bas 
never been said officially, nor linked up in such a manner as has 
now been done officially. The tendency of Polish official circles is 
obviously to treat the “Jewish problem ” in Poland as a matter of 
international significance, in the solution of which the League and 
the various powers should co-operate. In some Polish papers 
it is declared that the Polish Government is likely to raise the 
question at League gatherings. 

Meanwhile, Polish Jewry, alarmed and depressed at this new 
mass threat, is wondering why it has suddenly been singled out as 
the scapegoat called upon to suffer as a result of Polish over- 
population, seeing that it is no more responsible for it than any 
other section of the Community. 


A widespread campaign of anti-Jewish incendiarism is now proceeding 
in the province of Volhynia, and numbers of Jews have been rendered 
homeless. 

The Jewish Socialist Party of Poland, the “* Bund,” has decided to 
participate in the forthcoming elections to the Jewish Communal Boards 
throughout Poland, thus rescinding a previous decision to boycott the 
elections. 

The Warsaw anti-Semitic Press has started a campaign in connection 
with anticipated agrarian reforms, urging the Government to confiscate 
the land of Jewish farmers. 


CZECHOSLOVAKIA 


World Agudist Conference 


The Central Conference of the World Agudist Organisation 
opened at Marienbad this week in the presence of over 100 delegates 
from fourteen countries and numerous guests. 

Addressing the Conference on the world Jewish situation, Mr. 
Jacob Rosenheim, President of the World Agudist Organisation, 
declared that the task of Jewry ought to be to proclaim the 
sovereiguty of God over the world which was menaced by war. The 
Agudath Israel, Mr. Rosenheim said, was against the World 
Jewish Congress because it considered it a dangerous farce. 
It was, however, in favour of close co-operation between all the 
existing Jewish institutions. Jewish orthodoxy, Mr. Rosenheim 
concluded, must exert its influence upon Palestine immigration. 


SWITZERLAND—The Zirich Municipal Authorities have issued 
new citizenship regulations whereby Jews from East Europe will 
be recommended for acceptance only if they have spent the past 
eighteen years in Ziirich, or cighteen years out of the past twenty in 
Switzerland, with the last tenin Ziirich. The qualifications for other 
persons are much less restrictive. They will be required to have spent 
the past twelve years in Switzerland, with the last six in Ziirich; or 
fifteen out of the past eighteen in Switzerland, with six in Ziirich. 


RUMANIA—lIt is reported that the Prefect of Czernowitz has dis- 
missed the Jewish administration of the Baron de Hirsch Fund, which 
owns a considerable amount of property and which is engaged in wide 
social activities in Bukovina, and has substituted Rumanian officials. 


AUSTRIA—A third Austrian Jewish swimming champion, Lacie 
Goldner, has been suspended for two years by the sports authorities for 
refusing to take part in the Olympic Games, She thus aligns herself with 
Judith Deutsch and Ruth Langer. 

Nazi hooligans smashed windows in a number of Jewish cafés last 


week following the demonstration on the occasion of the arrival of the 
Olympic torch in Vienna. 


HUNGARY— Members of the anti-Semitic ** Arrow-Cross"’ Organisa- 
tion this week staged a demonstration at Steinamanger, many Jews being 
assaulted. The excesses by the * Arrow-Cross”’ men were carefully 
prepared for by an intensive anti-Jewish propaganda campaign. 


FRANCE — Several Jewish deputations have approached the 
authorities regarding the growing anti-Semitic campaign in Alsace. 
Particularly strong representations have been made by M. Edgar Bloch, 
the Jewish Deputy Mayor of Sulz, who pointed out the dangerous 
proximity to Alsace of Nazi Germany. 


League of Nations 


The Fate of Persecuted Minorities 
FRIENDLY INTERCESSION WITH GERMANY URGED 


A moving appeal for friendly intercession with the German 
Government on bebalf of the persecuted Jews and “ non-Aryans,” 
as well as other minorities in Germany, was submitted this week 
by eight American and French organisations to the forthcoming 
Plenary Assembly of the League of Nations. It is in the form of a 
well-documented petition in support of the letter of resignation 
submitted last December to the Council of the League by Mr. 
James G, McDonald, former High Commissioner for Refugees from 
Germany. On that occasion, it will be remembered, Mr. McDonald 
called for a League appeal to the German Government. 

The petition, whose signatories include the American Jewish 
Committee, the B'nai B'rith of the United States, the American 
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THE LIFE OF THE JEWS IN SOUTH AFRICA 
By Helena l.ieberman 


The first requisite for the understanding of any people and their 
problems is a comprehension of their land. South Africa is charac- 
terised by a colossal plenitude in its natural endowments. More 
perhaps than other countries, South Afnca abounds in contrasts and 
ecntradictions. Its climate varies from the temperate to the tropical, 
its fohage is of every species from the pine to the palm, and its people 
are of every type of mankind from the Orient to the Occident. Its 
charm rests not only mn the wide expanse of its rolling veld and the 
grandeur of its mountains, but also in the great variety of its 
inhabitants, of whom the Jewish people form about seven per cent. 

South Africa is a young country, a land of vast distances, strange 
happenings and enormous possibilities. The people of a territory are 
bound to conform to its peculiar requirements. The more varied a 
land is, the greater are likely to be its effects in calling out. the 
adaptability of its inhabitants. Jewish people have at all times 
and in all lands been distinguished by their special adaptability 
to a great variety of conditions. 
In South Africa, where they 


In all its Zionistic efforts, South African Jewry is encouraged 
by its political leaders: The work of General Smuts for the Jewish 
people is world known. Since his return home after the Peace Con- 
ference, General Smuts has appeared time and again on the Jewish 
platform, and some of his addresses may be regarded as among the most 
important pronouncements on Zionism in modern tumes. In 1926 the 
Union Government officially declared itself in favour of Zionism and 
gave the sooner 1 to do whatever hes in its power to assist in the 
establishment of the National Home.” 

The masses of the Jewish people in South Africa, as in the 
countnes of Europe, are concentrated in the bigger towns. There they 
have fine halls, magnificent Synagogues and a healthy, vigorous com- 
munal life. They are engaged in every kind of industry and commercial 
enterprise. Johannesburg, the El Dorado of South Africa, has a large 
Jewish population. In fact, Jews had been prominent in laying out the 
township, and they rapidly helped to change the tin shanties of- this 
mushroom-like town into the lofty, 
almost sky-scraping edifices of the 


have, from the early pioneer days, 
enjoyed in equal measure the 
liberty .of the Dutch and the 
iinglish, they have proved them- 
equal to all tasks and 
capable of coping with the natural 
demands of the country. 

Under the shadows of Table 
Mountain was nursed the embryo 
of European civilisation south of 
the equator. In this cradle ground 
of Western ways, is found a blend- 
ing of old-world charm and modern 
Here seems to be to-day 


selves 


progress. 
every semblance of a European 
township with its jangling trams, 
scurry of fashion, activities of com- 
merce, and general air of bustle, Lt 
is here at the Cape where the 
mother Hebrew Congregation of 
South Africa was founded in 1841, 
which has been at all times the 
main inspiration of all Jewish 
effort. To-day the Jewish Com- 
munity of Cape Town, as in the 
other main centres of the Union, ts 
by foree of its own power, growing 
in strength and activity. 

The Jewish people have always 
been conscrous of the moral obhga- 
tions imposed upon the more for- oe | 
tunate members of its society to |) 
protect the weak in its. mudst. 
Hence it is that in the townships Seo 
of South Africa there are ready 
institutions to come to the rescue 
of the Jew at any time of misfor- 
tune. The vista of social service 
undertaken by Jewish institutions 
is as broad as life itself. Although 
the Jewish people have taken upon themselves the especial care of 
their own fellow-beings in need or distress, they contribute, neverthe- 
less, liberally to the general charitable organisations of the places 
where they live. 

South Africa is a land of racial consciousness, and for the Jews 
this is a good thing. The Dutch and the English are keen on retaining 
their traditions and national characters, and so the Jew, too, is con- 
sequently alive to his Jewishness. It is a happy fact that nearly 
every little community has its Synagogue round which all Jewish life 
centres. The most vital feature of Jewish life in this country is the 
spontaneous growth and expansion of the Zionist movement. Along 
with Zionist propaganda goes Hebrew culture, and the Jewish youth is 
growing up -proud of its ancestral inheritance and drawn to its 
national idealism, while at the same time it is devoted to the land of 
its birth and upbringing. 


The Great Synagogue, Cape Town. 


present growing city. 

Not only in Johannesburg. but 
all along the Reef, Hebrew energy 
helped to make a greater Trans- 
vaal. Round the city are the gold- 
fining centres where there are to 
be found hundreds of Jewish shop- 


keepers engaged in the native trade. 
In a small mining centre, there may 
thirty Jewish 
families. They earn a comfortable 


be from ten to 


living, and are able to support a 
Minister who acts as Shochei and 
teaches the children Hebrew. 
From the earhest prospecting of 
the Witwatersrand Gold Fields, 
Jews have taken a prominent part 
in the development of muining. 
They have been numbered. among 
the early prospectors and pioneers 
of the industry, and many of them 
have attained 
financial world. 


eminence in the 
On the boarcs of 
the numberless syndicates recorded 
mn Stock Exchange chronicles have 
sat a multitude of Jews. They 
have been among the fitst to risk 
thousands and make muilions tor 
themselves and South Africa. The 
names of Barney Barnato, Alfred 
Beit and Sir Lionel Philips are 
known the world over for their 
munificence. 

The diamond fields of Kimberley, 
as the gold mines’ of the Rand, 
have attracted many Jewish for- 
tune seekers. When, in 1867, the 
solitary farm-house standing upon 
the bare open veld became the ren- 
dezvous of the world’s speculators, 
Jews also came and pitched their tents and made their fortunes there. 
Later, when individual claim-holders amalgamated in the De Beers 
Company, which controls to-day the world’s diamond markets, a 
number of Jews became outstanding financiers in the country. More- 
over, Jews began to take their part in the social and political spheres. 
In recent vears Sir David Harris and Sir Ernest Oppenheimer have 
represented the Kimberley constituency in the Union Parliament. 

During the past decade or so, there has been a considerable 
acceleration in the organisation and development of industries in 
South Africa. Jews are playing a prominent part in the industrial 
advancement of the country. In recent years a serious effort has been 
made to encourage local manufactures and Jewish boys are availing 
themselves of the facilities for industrial training and apprenticeship. 
‘As manufacturers the Jews have been the pioneers in many branches 
of industry, and numbers of factories of all kinds are owned by them. 
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Imperial and Foreign News 
SPAIN 


Precarious Position of Jews 


Rebels’ Alleged Anti-Semitic Policy 
MOROCCAN COMMUNITY IN JEOPARDY 


According to reports in the French Press, the position of Jews 
in Spanish Morocco, which is in the hands of the Fascist forces, 18 
precarious. The entire Jewish community of Melilla is said to 
have been interned. Rumours are also current that German agents 
are actively concerned in these matters and that the Jewish 
community at Gibraltar has appealed to the British Governor to 
intervene on bebalf of the Moroccan Jews. 

In Spain itself the policy of the rebels is alleged to be definitely 
anti-Semitic. In a wireless broadcast from Seville, which is in 
Fascist bands, one of the rebel leaders stated that “ International 
Jewry’ was definitely on the side of the Spanish Government. 
During the last general election, it is pointed out, the Spanish 
Fascist Party already made use of anti-Semitic propaganda in their 
official organ FALANGRE Espanon. The present revolt, the French 
Press further reports, is being financed by the owner of the anti- 
Semitic paper-INPFORMACIONES, Senor March, the banker. 

\ccording to the DiiLy MAIL Special Correspondent at the anti- 
government headquarters at Burgos, the Fascists state that they have 


declared .war on “Marxism, Separatism, Judaism and Freemasonry. 


The Barcelona Jewish Community has organised free kitchens and 
relief for the German Jewlsh re! 


Members of the Palestine Hapoel team who went to Barcelona to 
take part in the anti- Nazi Olymynad have n 


ow been evacuated from Spain, 
and are on their wav home to Palestine. 


DANZIG 
Legalising Anti-Jewish Propaganda 
High Court's Amazing Decision 


\ verdict hos been handed down by the Danzig High Court, as 
reported in the DANZIGER JURISTENZEITUNG, which virtually permits 
discrimination against Jews and thus openly violates the Danzig 
Constitution. The verdict concerns an action brought by a number 
of Jewish tradesmen for the removal of a notice displayed in the 
offices of the General National Health Society of the Free City, 
which declared that.“ he who buys from a Jew is a national traitor.” 

The High Court dismissed the action, and in its judgment points 
out that the plaintiffs “have no legitimate right to bring such an 
action because the notice refers to a much wider and 


indefinite 
circle of people. 


It can be interpreted rightly only if one takes 
into account the fight between National Socialism and Jewry aiming 
at the destruction of Jewry's economic power within the German 
pation. 


“ Regarded from this point of view,” the judgment. continues, 


‘He who buys from a Jew is a 


¥ the propaganda notice reading , 
national traitor, merely means that Germans ought to refrain from 
purchasing goods from Jewish shops, and that they 
have any business dealings with Jews. This request affects every 
It is not true that it merely concerns the 
Jews who are resident in Danzig. 
against those numerous Jews 


Jew who ts in business. 


lt is also directed, for instance, 
who are engaged in internatienal 
trade and who pass through Danzig or who stay a short time in the 
city. It further contains an admonition to Germans not to have 
any business dealings with Jews when visiting Germany or Poland. 
These facts show,’ the judgment concludes, “that the request 
contained in the notice concerns too great a number of people to be 
definitely directed against the plaintiffs, and the action is, therefore, 
not justified.” 


POLAND 


Colonies for ‘‘Superfiuous”’ Jews 


Government “Solution” of the Jewish Problem 
OFFICIAL REQUEST TO LEAGUE OF NATIONS? 
our Correspondent—Warsaw] 


Colonies for Poland for the settlement of Polish Jews is 
demanded in a declaration published by the Foreign Office in 
Warsaw last week. The declaration, which is issued in the form of 
an official communique, calls on the League of Nations to take up 
the problem of over-population in Poland ™ before she is faced with 
another serious crisis.” ‘Territories in South America and Africa 
are mentioned as ‘most suitable” for Polish colonisation. 
“ Poland,” says the communiqué, “ has the largest natural increase 
in Europe, and her natural resources are not sufficient to feed the 
whole population. Poland must, therefore, attach great importance 
to the problem of emigration. Both the over-population of Poland 
and the Jewish problem, which, the communiqué says, have their 
roots in the structure, social and economic, of the Jewish 
population can be solved only through emigration, through settle- 
ment on territories still uninhabited and uncultivated.”’ 

A further passage declares that countries possessing large 
monetary resources and capital at low rates of interest (meaning 
France and England) should provide the funds for colonisation, 
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This means that the League would find the territory, Poland would 
“provide” the Jews and other elements, and the rich countries 
would supply the wherewithal under League guarantees. The 
recent Italo-Abyssinian war is taken as an example of the dangerous 
extremes to which overpopulation can lead. 

The demand for colonies has been heard in Poland on 
numerous occasions, while the claim that emigration is the only 
solution of the “ Jewish problem " is by no means new. But it has 
never been said officially, nor linked up in such a manner as has 
now been done officially. The tendency of Polish official circles is 
obviously to treat the “Jewish problem ” in Poland as a matter of 
international significance, in the solution of which the League and 
the various powers should co-operate. In some Polish papers 
it is declared that the Polish Government is likely to raise the 
question at League gatherings. 

Meanwhile, Polish Jewry, alarmed and depressed at this new 
mass threat, is wondering why it has suddenly been singled out as 
the scapegoat called upon to suffer as a result of Polish over- 
population, seeing that it is no more responsible for it than any 
other section of the Community. 

\ widespread campaign of anti-Jewish incendiarism is now proceeding 
in the province of Volhynia, and numbers of Jews have been rendered 
homeless, 

The Jewish Socialist Party of Poland, the ** Bund,” has decided to 
participate in the forthcoming elections to the-Jewish Communal Boards 
throughout Poland, thus rescinding a previous decision to boycott the 
elections, 

The Warsaw anti-Semitic Press has started a campaign in connection 
with anticipated agrarian reforms, urging the Government to confscate 
the land of Jewish farmers. 


CZECHOSLOVAKIA 


should not 


World Agudist Conference 


The Central Conference of the World Agudist Organisation 
opened at Marienbad this week in the presence of over 100 delegates 
from fourteen countries and numerous guests. 

Addressing the Conference on the world Jewish situation, Mr. 
Jacob Rosenheim, President of the World Agudist Organisation, 
declared that the task of Jewry ought to be to proclaim the 
sovereiguty of God over the world which was menaced by war. The 
Agudath Israel, Mr. Rosenheim said, was against the World 
Jewish Congress because it considered it a. dangerous farce. 
it was; however, in favour of close co-operation between all the 
existing Jewish institutions. Jewish orthodoxy, Mr. Rosenheim 
concluded, must exert its influence upon Palestine immigration. 


SWITZERLAND—The Ziirich Municipal Anthorities have issued 
new citizenship regulations whereby Jews from East Europe will 
be recommended for acceptance only if they have spent the past 
cighteen years in Ziirich, or cighteen years out of the past twenty in 
Switzerland, with the last tenin Zurich, The qualifications for other 
persons are much less restrictive. They will be required to have spent 
the past twelve years in Switzerland, with the last six in Ziirich; or 
fifteen out of the past eighteen in Switzerland, with six in Ziirich. 


RUMANIA—It is reporte] that the Prefect of Czernowitz has dis- 
missed the Jewish administration of the Baron de Hirsch Fund, which 
owns a considerable amount of property and which is engaged in wide 
social activities in bukovina, and has substituted Rumanian officials. 


AUSTRIA—A third Austrian Jewish swimming champion, Lacie 
Goldner, has been suspended for two years by the sports authorities for 
refusing to take part in the Olympic Games. She thus aligns herself with 
Judith Deutsch and Ruth Langer. 

Nazi hooligans smashed windows in a number of Jewish cafés last 


week following the demonstration on the occasion of the arrival of the 
Olympic torch in Vienna, 


HUNGARY— Members of the anti-Semitic ** Arrow-Cross”’ Organisa- 
tion this week staged a demonstration at Steinamanger, many Jews being 
assaulted. The excesses by the * Arrow-Cross”"’ men were carefully 
prepared for by an intensive anti-Jewish propaganda campaign. 


FRANCE — Several Jewish deputations have approached the 
authorities regarding the growing anti-Semitic campaign in Alsace. 
Particularly strong representations have been made by M. Edgar Bloch, 
the Jewish Deputy Mayor of Sulz, who pointed out the dangerous 
proximity to Alsace of Nazi Germany. 


League of Nations 


The Fate of Persecuted Minorities 
FRIENDLY INTERCESSION WITH GERMANY URGED 


A moving appeal for friendly intercession with the German 
Government on bebalf of the persecuted Jews and “ non-Aryans,” 
as well as other minorities in Germany, was submitted this week 
by eight American and French organisations to the forthcoming 
Plenary Assembly of the League of Nations. It is in the form of a 
well-documented petition in support of the letter of resignation 
submitted last December to the Council of the League by Mr. 
James G. McDonald, former High Commissioner for Refugees from 
Germany. On that occasion, it will be remembered, Mr. McDonald 
called for a League appeal to the German Government. 

The petition, whose signatories include the American Jewish 
Committee, the B'nai B'rith of the United States, the American 
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The first requisite for the understanding of any people and thei In- all its Ziomstic efforts, South African Jewry is encouraged 
problems 1s a comprehension of their land. South Africa is charaec- by its political leaders. The work of General Smuts tor the Jewish 
terised by a colossal! plentude in its natural endowments. More people is world known since th return home atter the Peace (’on- 


perhaps than other countries, South Afnmea abounds in contrasts and 
contradictions. Its clumate varies trom the to the al, 
its tohage is of every species trom the pine to the pair ind its people 
are of every type of mankind from the Onent to the Occident Its 
charm rests not only m the wide expanse of its rolling veld and the 
grandeur of its mountains, but also im the great vanety of its 


inhabitants. of whom the Jewrsh people form about seven per cent. 


South Afnmea is a young country, a land of vast distances, strange 
happenings and possibilities. The people ota terntory are 
bound to conform to its peculiar requirements. The more vaned a 
land is, the greater are likely to be tts effects in calling out the 
adaptability of its inhabitants. Jewish people have at all times 
and in all lands been distinguished by their special adaptability 


to a great vanety of conditions. 
In South where they 


cave the Promise “to do whater 
establishment of -the Natrona! Home 


countries of Europe. are concentrated in the biewer 


have fine halls, magnificent Svnagogues and a healthy vigorous ¢ 
enterpnse. Johannesburg, the El Dorado of South Afri 


towns De anc thes ri te hear the tin hanties 


ference, General Smuts ha and ivuin on the Jewish 
platiorm, and Of babs miciresses tray be regarded wnong the most 
Of in modern Lites In the 


Umon Government odicially declare ttself un favour of Ziomsm and 


The masses of the Jewish people m= Sonth Africa, as. in’ the 


tuunal life. They are engaged m every kind of industry and commercial 


Jewish }? ypulation. In fact. Jews had been yninent im yr out the 


ses 


mushroom-luke town unto the lolty, 


have, from the early days, 
enjoyed in equal measure the 
liberty of the Dutch and the 
Mnglish, they have proved thei- 
elves jual lo ail tasks anc 
of with the natural 
demands of the country. 

Under the shadows of. Table 
Mountain was mursed the emnbrvo 
of European civilsation south of 
the yuator. thus wile eround 
of Western ways, 15 found a blend- 
ing of old-world charm and modern 
Here seems to be to-day 
every semblance of a European 
township with its jangling trams, 

urrv of fashion, activities of com- 
merece, and general air of busile. Lt 
is here at the Cape where the 
Hebre W (‘ongrevation ol 
South Africa was founced in 1841, 
wineh has been at ail tunes the 
maim mspiration of all Jewish 
elort. To-day the Jewish Com- 
tnumty of Cape Town, as in the 
other main centres of the Union, 1s 
by foree of its own power, growing 
In strength and activity. 

The Jewish people have always 
been conscious of the moral oblga- 
tions imposed upon the more for- 
tunate members of tts society to 
protect the weak in its mudst. 
Hence it is ‘thet m the townslups 
of South Afmea there are ready 
institutions to come to the rescue 
of the Jew at any time of misfor- 
tune. The vista of social service 
undertaken by Jewish institutions 
is as broad as life itself. Although 


the Jewish people have taken upon themselves the especial care of 
their own fellow-beings in need or distress, they contribute, neverthe- 
less, liberally to the general charitable organisations of the places 


where they live. 


South Africa is a land of racial consciousness, and for the Jews 
this is a good thing. The Dutch and the English are keen on retaining 
their traditions and national characters, and so the Jew, too, is con- 
sequently alive to his Jewishness. It is a happy fact that nearly 
every little community has its Synagogue round which all Jewish life 
centres. The most vital feature of Jewish life in this country is the 
spontaneous growth and expansion of the Zionist movement. Along 
with Zionist propaganda goes Hebrew culture, and the Jewish youth ts 
growing up proud of its ancestral inheritance and drawn to its 
national idealism, while at the same time it is devoted to the land of 


its birth and upbringing. 


The Great Synagogue, Cape Town. 
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it Tir lke oreatel ly 
Round the ents are the gold- 
fining centres whet! there are to 
be found hundreds of Jewish SLOP. 
keepers engaged m the native trade 


by: tua thiirt wish 
latnilies. Thew earn a ceontortable 
living, and are able to support. a 
Minister whe acts as Shorhei anc 


teaches the children Hebrew 

From the earlest prospecting al 
the Witwatersrand Gold Field 
Jews have taken prominent 


in the development of tuning 


They have been numbered among 
the early prespectors mic 
of the mdustry, and many of them 
have attamme 4 the 
finaneial world the hoards ol 
the munberless svndicates recorded 
in Stock Exchange chronicies have 
sat a multitude of Jews: They 
have been among the ftitst to risk 
thousands and make nmullons tor 
themselves and South Atrica. 
names of Barney Barnato, Altrec 
Beit and Sir Lionel Philtps are 
known the world them 

The chamona elas ot Kamiberley, 
as the gold munes of the Rand, 
have attracted Jewish for- 
tune seekers. When, in 1867, the 
solitary furm-house standing upon 
the bare open veld became the ren- 
dezvous of the world’s speculators, 
Jews also came and pitched their tents and made their fortunes there, 
Later. when individual claun-holders amalgamated in the De Beers 
Company, which controls to-day the world’s diarnond markets, i 
number of Jews became outstanding financiers in the country. More- 
over, Jews began to take their part in the social and political spheres. 
In recent vears Sir David Harris and Sir Ernest Oppenheimer have 
represented the Kimberley constituency in the Umon Parliament. 

During the past decade or so, there has been a considerable 
acceleration in the organisation and development of industries in 
South Africa. Jews are playing a prominent part in the industrial 
advancement of the country. In recent years a serious effort has been 
made to encourage local manufactures and Jewish boys are availing 
themselves of the facilities for industrial training and apprenticeship. 
As manufacturers the Jews have been the pioneers in many branches 
of industry, and numbers of factories of all kinds are owned by them. 
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South African Jews have taken seriously to farnung and they 
are making a success of it. The present-day movement ‘towards the 
soil in this country is merely the result of the removal of the restric- 
tions that had once made agriculture to the Jew a forbidden occupa- 
tion. Having been given the opportunity, the Jew has now proved 
that he may be as keen on agneulture as he is on industry or com- 


merece. On the high veld he lives now on his own land and in close 
contact with untamed nature. He shares with his fellow-Gentiles the 
hardships and anxieties of experimental farming. The old and tried 


wavs in agriculture are now steadily giving place to the new, and the 
introduction oft smrentitic mneans oft working the land 1s revolutionising 
the whole country. 

In an environment of lonely veld, vast as the sea, peacetul as 
the desert. dwell thousands of South Africa’s sturdy farmers, These 


A typical South Atnean 


sparsely-peopled plateaus of the backveld present the tost charac- 
teristic features and indicate the true nature of the country Life on 
the land in South Afmea differs essentially from the hfe m the towns. 
Like every othe country folk, the are a industrious 
people, who know what they want and how to get it Save tor the 
patches of country that are drought-stricken, the farms are. on the 
whole, Progressive, and up-to-date smientine menns «of avgricults re 
are daily being introduced on the land Where old Cape wagons, 
dragged along by long teams ot oxen, were not seo long igre the only 
means of conveyance, to-day are seen fine motor-cars and lorries, 
racing trom the farms to the railway stations with heavy loads of frunrt 
for export to Lurope. 

The old ditheulty of isolation from other Jews is now easily over- 
come by means of the motor-car, and so Jewish fanulies have found it 
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possible to settie Oni the land it comparative comitort and with content- 
ment. Jews to day are found in the remotest parts of the country, 
In fact. there is scarcely a corner of South Afmeca where the Jewish 
people are not represented. In the Karoo and the Kalahari districts, 
Jewish farmers are found in numbers and they are contnbuting sub- 
stantially towards the development of those areas. Not all the Jews 
uw. the rural districts are. however. engaged in farming. A fan pro- 
} ortion of them are traders, some with subsidiary agneultural interests, 
Agri ulture iu the most Hnportant vocation of the South African 
people, and over torty per cent. ol the European population is rural. 
lt is a notable fact that in South Afmea the Jew leads the van of 
progress on the land In the Bethal district, Northern Transvaal, 
are found some of the country’s best farmers, many of whom are 
Jews. It is estimated to-day Livat they ure responsible tor the pro- 
duetion of most of the meahes and potatoes ol the country, There 
are few Gentile farmers who produce more than 10.000 bags of meahes 
vear. a few Jewish tarimers produce iron) to 
100.000 baus Revond doubt. .lews are amongst the most Progressive 
farmers in the Limon The umuze ant kings are also Jews. 
At the Cape. Jewish farmers are roaking them mark in fruit farm- 
i \ few of the tinest fruit farms of the countrv are owned and 
worked by Jews m the Ceres distmet. Qudtshoorn, the one-time pros- 


perous (istrict of tire ostri mic istry. fas n he 


\iter this owitg lo te change of fashions, thi 
aestricia te ithe: Wii entire {) tric) 
eers in tobacco growin and teal re suececding 
South Aftrean Jews stund ready to offer the fullest service of 
thy Liye iy t ot the land ‘The 
taikin il my tim no cot Tie s coestiny. As 
trem thn ire not very protninent, but Jews liave represented 
eve Of political opinion in the House of Assembly. Outstand 
y the Jew bers of uw Mh Morr 
\lexancder, Lite bottorn doe and pion 
equality for all citizens irrespective of colour, ra or creed. In. ever, 
venue of the prot mal world. dews are well represented, and in the 
terary and artistic development of the country there 1s marked Jewish 
\ tha ur hound every sphere 
‘ ‘ Th thy activity. As a community, 
they concentrate primanly on the needs of ther co-rehgiomsts and 
thereby render goo:dl service to the country where they dwell with 
pride 


Conservative, but nevertheless progressive. and comparatively 
prosperous, with every tree in its forest bearing truit according to its 
kind, such is the South Afmean Jewish Commumty. Beyond propor- 
thon to its numerical strength, Jewry in South Africa has at all times 
given its fair share to the growth of the country's life in all its aspects. 
Kenan once detined a nation as consisting of those who “ have done 
great things togethe and desire to do more of them.” No better 
définition can vet be apphed to the birth of the South Afmean nation, 
and in such a conception of nationhood the energy and enthusiasm of 
its Jewish inhabitants figure boldly, 
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CHAPTER VI 
GROWTH OF AN ARTISAN CLASS : THE EXPANSION OF 
ECONOMIC AND SOCIAL LIFE 


Next to the problem of poverty, the most serious was the lack 
of industrial openings and mechanical trades armong the youth of both 
sexes, who if allowed to grow up without any training would swell 
the large class of destitute poor. This evil as we have already shown, 
had been realised by Colquhoun, Van Oven and others, and a number 
As early as 1703 the 
Setardic orphan school apprenticed its boys to trades, as did another 
of its institutions called Maasim Tobun. One of the most important 
Ashkenazic bodies, the Nevei Tsedek, founded in 1806, taught its 
vouthful inmates a knowledge of useful trades and sold the articles that 


otf chantable and educational institutions. 


were made by them tor the benefit of the Institution. Some years later it 
discontinued this practice and apprenticed the boys out. An important 
department of the Jews’: Free School concerned itself with teaching 
trades, and among others the Youths’ Benevolent Society, founded in 
1843, provided indigent Ashkenazic youths with means of obtaining 
an honest livelihood by apprenticeship and in other ways. 

The operations of bodies such as the above were necessarily 
hmuited and narrow. The creation of a larger artisan class could only 
proceed if the fundamental obstacles to its creation were removed. 
These were as follows : 

1. The immigrants had no knowledge of skilled trades. A few, it is 
true, were skilled diamond-cutters, glass and pencil-cutters, engravers, 
watchmakers, gold and silversmiths carpenters, printers, binders, tailors, 
shoemakers and bakers, but the vast majority preferred or followed 
such speculative trades as peddling, stall-holding or shopkeeping. 

2. The religious difficulties involved in apprenticing Jewish boys 


of Tue Jewish CHRONICLE for June 26th, 1936. 


and men, since they could not work on Friday evening and Saturday, 
or partake of the master’s food. 

3. In some cases Enghsh masters refused to accept Jewish 
apprentices except at prolubitive premiums or to employ Jewish 
artisans. 

4. Workmen sometines objected to working with Jews. “There 
have been instances in this Metropolis of all the journeymen 
threatening to strike work if a Jew were admitted as a 
journeyman” (1). | 

5. The few Jewish employers there were did not employ as many 
of their co-religmonists as was desirable. 

By 1840, some of these difficulties were beginning to disappear, 
The bourgeois character of Jewish occupational life was beginning to 
change. A relaxation of religious observances inevitably followed 
prolonged residence in the country, and was especially noticeable in 
the second generation of immigrants. This meant the disappearance 
of the preyudice of working and eating with Christians. Another import- 
ant lactor was the increased educational and sehool facilities which 
created an aversion among Jewish children to following the peddling 
and trafficking pursuits of their parents. This changed attitude is 
conimented upon in a Government Report : 

“It is most satisfactory to find that the greatest efforts are made 
by the more opulent to afford their poorer brethren the means of 
education, both civil and religious, and also that means are taken to 
teach the boys industrious trades by which they may be withdrawn 
from buying and selling about the streets and may become more 
useful members of society. Physically the Jews are very strong; they 
love good eating but are moderate to drink” (2), | 


(1) Seventh Report of the London Society, 1815. 
(2) Report on the Handloom Weavers, 1840, XXIII, page 112 ff 
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It goes on to say that “it is gratifying to find in every institution 
for the education of the Jews a desire to bring up the children in some 
useful trades. Buying and selling cheap, useful articles in the streets 
is an employment which naturally fails to the weak and destitute: 


dition do not benetioally employ themselves in such an occupation. 
It is besides exposed to great moral temptation.” Speaking about 
Hebrew, the report makes this cunous observation: “Children are 
taught a dead language gramunatically, namely the ancient Hebrew 
spoken before the Babyloman captivity, the mental exertion of which 
cannot fail to improve the faculties” (3). 

In 1840, the School 


trades and obtained employment fon 


ree twenty-one bovs to various 


readers 
The Jews’ Hospital in Mile End had forty-three 
and fifteen girls. 


cune as clerks or 
Synagogues, boys 
The latter were taught sewing and cooking and the 
bovs chair-making, cabinet work and ladies’ shoemaking. This institu- 
tion, one of whose objects was to teach the vouth of the labouring 
i806). At this tume it 
only taught a few trades, and the position was not much different in 
1840. 


increased, and it was turning out tailors, carvers, giiders, ladies’ shoe- 


classes mechanical trades, Wis established iT) 
But ten years later, the scope of this institution had rapidls 


makers, clickers, men’s bootmakers. upholsterers, broom and brush- 


makers, cigar makers, hat makers and manufacturing jewellers, cabinet 


makers, chau makers, turners and carvers, Vor and bone brush- 


case makers. and watch- 


With the passing of the vears a greater differentiation 


makers, dressing and cabinet 


finishers (4). 


fancy 


was to be seen. 

Another significant factor was the changed character of unmuigra- 
like the onaimnal settlers. all 
merchants or pedlars, but consisted to a great extent of labourer 


tion. The newer wmmigrants were not 
This change is no doubt related to the restmetions the 
Russian and Polish authorities had wnposed on the muddlemen and 
inn-keepers and petty 


and artisans. 


bourgeoisie, thereby swelling the number ot 
labourers and giving an nupetus to the development of the artisan 


The 


Jewish prisoners at Sheerness, captured in the Crimean War, pursued 


class. This change is murrored in the new unmigrants. tusso- 


these vocations—shoemakers, tailors, stniths, tinmen, carpenters, lock- 


smiths, bookbinders, masons and oven builders: one was a surgeon, 


and another a doctor's assistant.wlule a srmmall number were without 


any trades (5). In some cases owimg.to the restmeted field of employ 


ment open to Jews the unmigrants pursued other vocations than 


the ones they had been taught-——blacksmiths became tatlors and vnimcn 
became cobblers or.turned to peddling. 


Finally, public opimon, as embodied in the Jewish penodicals such 
as the Voice or Jacos and THe Jewish CHRONICLE, week in and week 
aut urged the lnportance ot expanding the artisan class. advocated 
the desirability of industrial schools, and urged upon reluctant Jewish 


employers to employ more Jewish labour. It js to this wise puble 


opinion that imstitutions such as the City of London Mechanics’ Mutual 


(3) Lived. 
(4) Tue Jewisn 
{>} Ltd, Sept mber, 1854. 
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Instructive Society, founded in 1848, owe their origin. One thing, 
however, was deplored by these perodicals—the growing trreligious- 
ness attendant upon the expansion of an artisan class, not perhaps 
realising that the advocacy of thei policy involved such a consequence. 

With the institution of the Jewish Board of Guardians. a further 
impetus was given to the organisation of this class. In 1860, the Work 
Comimuttee of the Board received a gift of ten sewing machines, and 
lit upon the happy plan of lending these machines out on the instal- 
ment plan. In less than ten years more than a thousand people had 
been enabled by, this means to become self-supporting In L868, the 
Committee established work-roorns with the purpose of traimng Jewish 
and women to all kinds of needle work: 1 


planned also to 


open a laundry. The women, tew of whom entered domestic service, 
had a vers restricted field of employment, their main vocations, being 
The 
In 1865, thirty-three were 
tatloress, three were shirtmake 


shirt, waistcoat, cap and shpper making, and shoe binding (6). 
lessees of the machines were taulors. 
tarlors one 


another an umbrella maker {7). 


two were watstcoat 
two were parasol makers, one Was a tmantie maker, and 
A tew years later when the singer 
The 
(‘ommittee had, however, done some ver, useful work, especially as 
the mtroduction of had 


rachines pon the tiarket. thus work Wiis discontinued. 


minachinery into the tailoring trade been 


depressing it and throwing many out of eruployment. 
In 1872, the Work Committee unde name of Industrial 
(‘oOummittee enlarged its activities, and it began to lend out tools and 


the new 


unplements to carpenters, cabinet-makers, shoeimakers, painters, book- 
binders and other mechamics on the same basis as that on whuch the 
loans of the sewing machines had been conducted. It also acted as 
ecurity for tailors and mechamies to enable them to obtain work from 
workhouses and workshops, and devoted more and more Maney to 
apprenticing bovs’ and girls to trades other than tailoring and cigar- 
making, 


which were becoming overcrowded, since no Premiums were 


needed to enter these trades. The tollowing were the OCCUPATIONS ta 


which the boys were apprenticed some vears late: 


cabinet makers { upholsterers 

4 boot and shoe make wood CUrVvers 

9 turners and twisters | statuary mason 

| dressing bag maker bookbindet 

l picture frame maker boot machinest 

1 feather maker artificral manulacturer 


It was also planned to start a shorthand class (8). 


Of great noportance for our purpose are the reports’ of the Visiting 


Commuttee of the Board. In. 1863. we read that “Men are. as a rule, 


cipal makers or tailors (at piece work renovating) the wormen 


capmakers, teuloresses or seamstresses. Cigar making 1s not badly 


paid, 14s. to 20s. a week; but it is a precarious trade. Tailoring and 
It is hoped that other 


cil 


renovating are also underpaid and precy 


occupations such as boot making. sruiths work and 


(6) Jewrsu Recorp, July ist, L870. 
Kivhth Rem the Jewish Board (suardians, 
is) Seventeent™ Report of the Jewish Board of Guardians, 
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watch making will be more and more adopted by the youth” (9). The 
report of the year following complains of the difficulties that exist in 
the way of placing Jewish young men and women in various trades 
and handicrafts (10). 

The increasing number of Jewish artisans did not mean a 


corresponding increase in the number of vocations. There was 


vocational concentration just as there was residential concen- 


tration. The main trades engaged in were glaziering, tatloring, cap- 
making, and furriery. The unskilled immigrants, and those without 
any training naturally drifted into these trades and aggravated the 
position of those working. Another report states that “as to the 
absence of useful or profitable employments this is unhappily not alone 
confined to our newly unported poor; the great bulk of our lowe1 
classes follow occupations of a most precarious nature, Labourers, 
artisans and skilled workmen are excessively rare, and where we can 
point with pnde to a watchmaker, a bootmaker, a bookbinder here 
and there at long intervals, we notice with regret a vast company ol 
makers, and shippel clothes renovators, itinerant 


sellers of fruit on the streets and shoeblacks’ (11). The 


shoeblas ks and rake rms were Duteh de Ws, while the other 
occupations were followed -by the Russtan and Polish Jews. 
OQecupational concentration 1s clearly seen in the ‘alphabetical lst 
of trades and oc Upations of the casual recipients of rehet trom the 
Board of Guardians in 1873, and in the following vears (12).. In 1873, 


ot the 1,244 persons reli ved 


°58 were tailors 132) «were glaziers 
150 were hawkers 115 were cieur makers 
102 were general dealers. 


The absence of Jews in the heavy industries 1s the most notic able 


feature. It is true publie attention was called to thus state of affairs, 
but little umprovement occurred. Why are there no engine drivers, 
engineers, ang shipbuilders, asks one periodical? (13). If in extent.and 
variety it is true there had been great improvement in. the eonditions 
prevailing at the bemmning of the nineteenth century, and a large 
artisan class was now in existence, much was still to be desired. Most 
of the trades were of a speculative nature and vaneties of domestie 
industry. There Was a W idespread wish Uline Jewish artisans to be 
ther own masters, and there was no enthusiasm as yet for any sort 
trade order te rove thei conditions, 

We can bnefly reter to later developments. The evils of the one- 
sided occupational differentiation came clearly out alter ISS), when 
the Russian immigration swelled the ranks of bakers, cigar makers and 
tailors, and gave an unwholesome stimulus to domestic industry and its 
evus of sweating. Their expenence in these trades, however, enable t 
Je Wishi emplovees te develop hoot anc shoe 
clothing, fur, cap making, cabinet making, cigar making, the trinunimng 
and waterprool clothing trade and blouse makjng., liaprovements 
were introduced in the ready made clothing trade and in riddle class 
lurniture trades (14). Increasing mechamsation of these trades, how- 
ever, led to: the dimunution of. the numbers engaged in them. The 
only occupation that Lo-clay shows an iInereased number otf entrants 
is cabinet making. Tailoring and boot and. shoe making. and cigat 
and cigarette making have suffered very heavily, but an increase has 
occurred in the « rical, secretarial and LT) the salesmanship Occupations, 
Cap making and allied branches have also declined, but furmery has 
hie ld its own (15) A shoht has oceurred in the clectrical 


trades and engineering. The application, In an ever increasing degree, 


of machinery to handicraft trades meant as everywhere cise the growth 
of a Jewish proletariat whose basis was the artisan class with which 
we have been maint, coneerned., 

Until the third decade of the mneteenth century, notwithstanding 
the marked that had oecurred in vocational 
and the greater diversification of trades and occupations, the out- 
standing feature of the Jewish Community was its Closed and. self- 
contained character... Socially and politically, it had not vet been 
emancipated and kept therefore to itself. Religiously, it was cut off 
from the main current of English hfe by features in it that. stressed 
isolation. However, the first murmurs of dissension were being heard, 
foreshadowing schism and Reform Judaism. Economically it lacked 
balance. The artisan class was in the making, and commercial 
vocations, whether as merchant prince or pedlar, predomimated. | It 
was lacking wide participation in the industries of England. Eduea- 
tionally it had no access to the universities and therefore to the 
intellectual fermentation of the wider world. This denial also implied 
the absence of a professional class and, therefore, of intellectual 
criticism (16), 

With inerease in numbers and wealth, and with the gradual 
removal of civil, religious, and educational disabilities the isolation 
of the Jewish Conununity began to break down. It had always been 
acting and reacting to the wider outside world, but now it was doing 
more than that—it was beginning to merge. This had always been 
true of a small element which had full access to the wide world. As 
artists or writers they could overcome obstacles. Fame in any sphere 


(9) Fifth Report of the Visiting Committee, 1863, 

(10) Ibid, 1864. 

(11) Ibid, 1866, 

(12) See also Life and Labour of the People in London—Charles Booth, 
sf Series, Vol. IIT. 

(13) THe Jewisu Curonicie, January 24th, 1873. 

(14) Royal Commission on Alien Immigration, 1903. Minutes of Evidence, 

Bee 17, 852 and 20,291. 

(15) See recent reports of the Jewish Board of Guardians and the New 

urvey of London Life and Labour. 


(16) See Hyamson’s History of the Jews in England. 
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was an open sesame. Wealth, too, was an effectual password, and the 
rich and the leisured had drifted away from their isolated society 
and had furnished an undue proportion of its members to the English 
(Clhureh and aristocracy. But with the breaking down of the barners 
we have mentioned, participation was possible, while still remaming 
a Jew. 

Within this self-contained Community a remarkable characteristic 
was the mobility between the amorphous socal classes and the rapidity 
with which people changed occupations. The unemployed artisan 
became a pedlar until better times came, and in many cases the 
wnmicrant who knew a trade, refusing to give up his religious scruples 
and work on Saturday, turned to this form of livelihood as one in 


which he would be his own master. The hawker after a few years, 


became a stall-holder, then a shop-keeper, his sons possibly entering 
thie prot SS The worke! wanted to become a “hoss on his own, 
Many of the big 


eircummetances, vs cid il large the renowned Anglo-Jewish 


shippers, brokers and merchants began iT) hurnble 


which trace to those potty dealers who laid the foundations 
of provincial Jewry 

As we have mentioned above, the iunmigrants would borrow a 
“The trades 


which the Jews affect are those in which, as they desernbe it. ‘there isa 


cnall loan of money and begin peddling about goods 


chance, that is, they prefer a trade in such a‘ commodity as 1s not 


eubiected to a fixed price, so that they be sc speculation,” 


writes Mavhew (17). They peddled about with sealing wax, vlass ware, 


razors, razor-strops, pencils, oranges, lemons, coconuts, yrapes, fruit 


cakes, cheap jewellery, spectacles, sponges, drugs, accordons. The boys 


ther fathers. and the Jewish orange Was frequently seen 


in London from the beginning of the nineteenth century to the sixties. 


Few Jewish women and girls engaged in these trades. Tradition always 


cheltered: them from the eares of hfe. unhke the Insh girls who 
ly 


frequent peddiled about things or ke pt stalls. 


3. 1860. the lower mercantile class had decreased, both absolutel: 


and relatively. owing on the one hand to the erowth ot an industrial and 


artisan class, and on the other. to the developine nt of the shop keeping 


cLdiss Manv of these street trades were taken over by Inshmen. who 
Fruit 


seling, which was a monopoly of the Jew in 1810, was now matniy in 


had a lower standard of hving and supenor physical strength. 


the hands of the Irish. Jews only numbered 200-300 in this trade now. 
Spectacte selling that had employed about 250 some years ago, 
only had hityv or-so in 1860. Only one-eighth of the former number of 
Jewish bovs selling pencils around the Royal Exchange phed their 
trade. The. \ wellery trade had also suffered, and at this time only one- 
twelith of the former number engaged in this trade. In the past, 
hawking accordions was done by over 100 Jews, twenty of whom 
travelled about 1f) London. Irn May bie ws time there was not a single 
one. There were at this time about 100 Jewish boys selling in the 
streets. The number of adult hawkers had also decreased. “Fhe principal 
treet trades of Jews are tow, sponges, spectase les, combs, pencils, seed- 
cakes, sweetmeats. drugs, and fruit of all kinds: but im all these thes 
are in a Hminorty, compared with the Chmstian. sellers,” declared 
May hi w (128). 

The greatest decrease had come about in the number of Jew old- 
eothes men. Accordimg to Colquhoun, writing in 1796, there were 
1.500 engaged in this trade. This number had fallen to 1,000 and in 
Imnshimen bartering glass and crockery 
ware lor old apparel. had supplanted them, the ladies preferring an 
ornament to money. 


Mavhew's tre to about SO). 


Moreover, they also possessed the physical 
strength required to carry loads. A large 
was carmed on in markets where Jews had stalls 
or stood with trays ot goods, 


heavy amount, how- 
ever, of small busine 
These markets concentrated on clothes, 
fruit and general provisions. 

Phe middle class comprising small shopkeepers was small at first 
owing mainly to regulations of the City which allowed only Freemen 
to engage im retail trade within the City boundaries. But by 1860 
this class had rapidly increased as well as had a Croup of small manufac- 
turers, Besides pawnbrokers, ian old occupation, we fina Provision 
dealers, fishmongers, slopsellers and old clothes sellers and dealers rn 
coconuts, apples, furmuture brokers, picture dealers, antique and 
jewellery merchants. The Jewel Mart in Duke's Place was well known, 
The firms of Moses and Son, and Hyam, were the largest ready-made 
clothing establishments in London in the fifties, the latter firm 
employing 6,000 people and having a yearly wages bill of £200,000 (19). 
The fur trade was a Jewish trade, and there many Jewish owners of 
small workshops in cigars, pencils, sealing wax and combs, candles, 
walking sticks, and embroideries. 

Supplying the retailer and the perambulating dealer were the big 
mercantile houses dealing with fruits, tobacco, sponges, toys, jewellery, 
diamonds, bristles and furs. Jewish goldsmiths rank high from early 
Many of these dealers approach the merchant princes in the 
extent of their operations in coffee, silk, wine, indigo. corals and bullion. 
South Africa, Australa, New Zealand, and many other parts of the 
British Empire owe much of their economic development to the com- 
mercial acumen and ability of the Jew. It is probably due to some 
of these merchant princes that the saying “rich as a Jew” has become 
embodied in the English language, a saying which has no foundation in 
fact if the reference is to the average Jew. These merchant princes were 
far to few to form a distinct social class, and they inter-married too 
much with the English aristocracy to preserve any cohesion. We have 
spoken before of the mighty merchants, capitalists and financiers of 


tines. 


(17) Henry Mayhew. London Labour and London Poor, 1861. Vol 11, 
pages 115-132. 

(18) Ibid. 

(19) J. Weale. London and its Vicinity, 1851, 
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the eighteenth century. The descendants are lost mn the peerage 
Even among the wealthy Ashkenazim many such defections occurred 


Throughout our period a protessional class, as distinct trom County Magistrates: D. Salomons, Si M. Montetiore, Baron Meyer 
professional individuals, did not exist. This ¢ mtrasts sharply with the de Roth child. Bb. Cohen: Town Councillors: B. Phiallips (London), i. 
re Moses (Portsmouth), F. Barnett (Birmingham): Commissions in the 
Jews. The lay in the eivil disabilities Upon Jews who Arm, Davia sori. La Costa. Lousaca. Phallips ; In the (,overn- 
could not conscientiously take the oath on the New Testament. This ment: Ellis Davidson; At the Bar: Goldsmuid, Waley, Jessel: In the 


meant the exclusion ol ar ws irom the hughes ranks ofl the and Kine Arts Hart. Solomons. Salanuan. ( Mocatta In Sc nee 
navy, from political and diplomatic posts, from the Privy Council 


of 1845, the following names are listed as distinguished in various 


ofthces : 


situation to-day which sees this class proportionately large among 


and Laterature: Gampertz, Drach, Sylvester. 
and iron all other offices, evil and nulitary, The Unive rsity too was 


. These individuals imereased rapidly every generation, and in time 
closed to them, since they could not subsertbe to the Thirtv-Nine 


very }? Wwe riul class it} the economic strueture of ar wish life, 

arti le the hy al wshiy - Ve Wisi} beatin aribition 1< ti) have cr} who i< A clove tao 


hip and itt emmolurme rit A proces ronal class witht Vey} air fathes bog ii Sonne othe artisan. haat 
to the Universities is impossible, and it wa only when these disabilities he will exert himself to the utmost to raise his son out of his own 


were removed that the growth of such a class he anh. In 1828. «ial class. This ambition probably goes back to the tradition which 
Universit, College was established, rriiraly through the muniticence o! honoured above evervthing clse the scholar, the Talniudist. and has 
| Mr. Isaac Lyon Goldsmid. Its nportance hes in the fact that it WAS THe been accentuated by the abnormal unbalance of Jewish occupational 
| first unsectarian Umiversity im the British Isles It must also by inte am the Diaspora. 
remembered that the teaching and legal proiessions were closed to Jews (lon pole Le} hitieal emancipation, became now analy a batter of 
and that only as late as in 1833 was a Jew called.to the Ba: OTC Liter When the first agitation arose in the ninetecnth centur tor the 
vears later all municipal offices were deprived of ther religious test reanoval of all Jewish drsabilitie . we are told that the Jews OCCUPY 
and betarne Crp to Jew a Vel different om society now to what they did then. 
) Protessional individuals always existed. Physicians and doctors Since thi penad they have been advancing in general intelligence 
came over trot abroad, and practised in both Communities During and loarmnyg (20 Chis was probably true. But of much greater 
the Nestoratiod period a few physicians settled in London. In the igiulicance Was the mereasing participation of Jews m economic and 
nuddie of the exghteenth century Mever Low Schomberg and his con pal dite A generation later, Earl Granville writing to Queen Victoria 
Isaac, were the tasthonable doctors of the day Alexander the notion ot a dew poer turiling Rothschild as prenues 
’ was a promusing otheer in the navy These are illustrative cases Juif, does not sound as well as. Montmorency le premier Baron 
bo thore Writ escesed wealth and remarkab'e Chiretien Porat tae repre sents a class whitch rs vrent the wealth, the 
talents no profession was closed. Inter-marriage or conversion, how- intelligence, their literary connections, and their mumerous seats in 
ever, Were Hecessar then in order that one night bec ‘Dek the House of Conunons It may he wise to h them to the 
wright or and a number al talented Jews in) the art :stic and nristean rac’, rather than to dmve them to the deing ratic ean "The 
| hterary worlds were lost to the Jewish Counnumty, making still ruc (‘ariton Club sent a Jew to be then eandidate at Sandwich Lord 
difheult the growth of a professional class Not all, however, left the Shattesbury wrote to Mr. Gladstone to press Nir M. Montetfiore’s clan 
' ranks of Judaism—and some generations had to clapse betore there to a pecrage (>a). This letter throw an anteresting heht on the ; 
were groups of artists, prolessors, barristers, doctors and lawyers In holomeal motivation belhiad Jewish enan pation Widening 
this connection the London Directory of 1794 be consulted. In eulture and prosperity more than the vindieatron of any abstract 
ISly, the situation had improved a little, and physicians, surgeons principles of justice, brought about thus fulfilment of the ambitions of ¥ :a ; 
soheitors and opticians were tore In 1820, a SUrVeVor thie LAP strata of Jewry With prolitae al and freedom achieved, 
mentioned, and in solitary glory an architect stands out. Jews were able to contribute in mo Still measure their talents and ' q r : 
With the removal of all restmetions, civil, religious and educational, abilities to the service of the State, and their Genius to the arts and mz 7 
and with the passage ot the number of professional men prolessions 
more significant. Indeed, some already stand out as eminent, and not 
under the guise of a new faith, but as professing Jews.- In a pamphlet by Philin 
| 
THE JEWISH LEGION : CHAPTERS FROM ITS HISTORY’ We 
Wil 
By Viadimir Jabotinsky | in} 
ill On the whole, the operations on the Palestinian front can he 
THe BATTLEFIELD classed in the category of “munor battles.” We had but a slight thou 
"Tine histor, ot battalion falls into three parts : summer on eX periehice ot the horrors of modern wartare. From lime to tine we | 
the Shechem front, the attack in the Jordan Valley, the Arnusti« watched two acroplanes duelling in the air, They would go round. . i 1 
The first period passed mec mparative quietude. Atte the hig ana round an mvisible cere hke two Of 
lighting ot the previous summer, when the Turks were driven go-round horses, making rattling noises with tnachine ana 
Southern Palestine, both parties decided to rest. The enemy especially Sm lag the sky with a tleece-like whitencss. There were no Gas i 
iused to open attack; any that did occur was initiated by the attacks, and really only owe dangerous duties ; taking part in patrols . 
British. and even then but rarely. and at week the Vuiage Abwein } 
Our front was, as alread, ment oned, half-way between Jerusalem The patrol consisted of a heutenant and tweive soldiers. The ; 


ind Nablus, or Shechem as we call it Travelling from Jerusalem to heavy army boots had to be wi upped up in thi kK rags to make them 4 
Shechem, a village, El Bure, 1s torst passed. is the ancient Beerot- and the bare kne also had to -b 
Ben jarun. Further on, in the deep valley, lies another, Ain we wore shorts and the aistr Was rich very prickly 
J 
Sih, or dashana., Passing thus place, it is. necessary, to turn along hora, : 
; the road to the left, which brings one into another narrow valley. The About two hours betore Ceparture, the heutenant received a seated 7 
Arabs eall if W adi-ed-Jib Here. between two almost deserted containing tie cietau cit thu route 
Village line The villages were Abwein. on the meant reconnoitring im the vallev, but on other occasions the route 
| , was not so sunple. It included a dithcult climb up the opposite ; 
it, and on the mght, : it 
In long chain of mountains about 2.500 feet high stretch. reaching within 200 feet of the enemy outposts. First 
ing from east to west. On the northern side lies a deep long valley, and we had to crawl down in the darkness for a thousand feet. or even | e 
n ti { ii { thy na range of mountain pa ile] rire. Over cks and low Stinging bushes, hand and noiselessly. 
3 hus alone would take over an hour. Then pass through the valley, 
but stall higher than the first. We were encamped on the first cange, | | i is 
i the Turkis} tuated on the second. The distance trom tirst about one mile to the rigat and then just as far to the leit, hiding ne 
one mountain top to the other was about two mules. ur tents wer thi bark hig 
not on the summit, but about a hundred feet lower down on the side 
re Cu an. We ‘TAW up 
of the slope hidden from the enemy. During daylight, we were vit Oo. 4 
forbidden to go to the top. and our sentnes were hidden in mud Isti tine i oul COMPASS Ol 
3 the nmdication receives irom the mtompation eiven 17 ic 
arly terme: (Observation Posts). At night, we took 
huts familiarly termed O.P.’s (Ob: shy < : following way: “To the mght from the broken fig tree.” or “ten steps % 
up a position on the CX Pose | slope ol the mountain behind and | 
sent out a patrol to reconnoitre in case of an offensive by the enemy. to tn Be it trom the secon xan | prey r 
> rock fifteen feet high, which from: the north looks like the head of a 
Phis was a quiet time, as purposely for the new soldiers, who ly 
hippopotamus. But who has seen a hippopotamus. and so closely | 


were being brokeagffito the fighting atmosphere. In the mornings, 
the Turks greeted us with half-an-hour’s bombardment, but they 
always shot to the side, into a lonely rock, absolutely bare not only 
of human beings, but also of birds; and out of three shots only one 
exploded. I can recollect only three or four times when they actually 
aimed at us, and once it was during the might, but no harm was 
done. The hills here are naturally terraced. Each plateau is nine to 
twelve feet wide, with a sheer drop in front of it and as Iugh as a 
two-storey house. Our tents were close to the chff side, so that the 
shells almost always passed us. Probably our guns also did very little 
harm. 


that in the black of might he would recognise its protile?) Then. comes 
a rest and the distribution of chocolate among the soldiers. <Aitter that 


the return, another two hours of clumbing and crawling, with everybody 
dead beat. This was, perhaps, the worst part of our patrol duty. We 
were perhaps 600 feet away from the Turkish trenches, vet, as if 
inevitably, stones begin to roll down from under our. tired 
feet. Suddenly a shot, and something hits the rock not far from our 
last man (according to rule, we move in single file, with the ofticer in the 
middle, though he usually leads). I “shout” in a whisper: “Lie down.” 
The patrol obeys. Scarcely 300. feet away, on the slope of the 
mountain, a spark flashes up, fhes high into the air, then turns into 


ot) *A previous instalment appeared in THE JEWISH CHRONICLE SUPPLEMENT a red rocket and illuminates the part of the valley where we crouch ; 
ol June 26th, 
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the undergrowth, the dried-up river bed, the rocks and rifts. Very 
striking, if one is in a mood to appreciate it. Fortunately for us, it 
was difficult to distinguish men from cacti in this light; another few 
shots from above, but they miss us. Our lines reply from Abwein, 
from Jiljilia, and from all sangars on our slopes a concert of rifle and 
machine-gun fire commences (they know where we are, so they avoid 
aiming near us). Sometimes the British artillery jos in the fray. 
Like a roaring train in the Alps on a pitch black might, of which 
the wanderer in the valley can only see the lighting of its tail, a fiery 
comet majestically cuts the sky above us and explodes on the Turkish 
mountain: then another. I realise that all this has been previously 
planned. Still, I assure my men that it 1s done solely to ensure our 
safetv. This thunderous noise lasts about half-an-hour, then every- 
thing becomes silent again, and we re-continue the scrambling and 
crawling, and eventually reach our camp, where we are weleomed with 
a huge kettle of hot sweet tea 

As I have already mentioned, the second dangerous place was 
Abwein. This village was considered ours, for the simple reason that 
it was not in the possession of the Turks; a@tually it was in No Man's 
Land. It was situated about three hundred feet below the surnnut of 
the mountain, on the Turkish side, and looked rather hke a table. On 
this terrace Arabs had built about fifty huts. Abwein means “two 
fathers,” probably two Patriarchs; though as far as I know tlus 
village is not mentioned either in the Bible or in the Talmud. It had 
ret been a& poo Corie’, judging bs the rultis that remained. 

Every week another platoon held it and remained stationed there 
the seven days. In the daytime the sole means of commumication 
between this platoon and the rest of the battalion was by telephone, 
and at best only one word out of ten was audible. By means of this 
slender contact with civilisation, we obtained everything for our needs 
—matches, tobacco, quinine, bandages, arnmunition, notepaper. Every 
mght a small group of soldiers, with six white donkeys, descended from 
the mountain with “food” for our sustenance (as interpreted by the 
battahon telephorie operator), and a zinc can contaimng drinking water. 

I have a few letters at home. Here are some relevant extracts : 

iy Probably everyone when a youngster has two dreams. One 
to be at least for a week, king or, at any rate, absolute ruler. The 
second, | dare not say to live in a harem, but to see the inside of 
n real one. Both these dreams have come true for me. For one whole 
week I was appointed ruler of Abwein. 1 was free to give or refuse per- 
nussion, to do what I liked—even set fire to the entire village—though 
on the eighth day I rghit be tned before a court-martial. And I spent 
those days in a real harem, with windows closely shuttered, so that 
none could look in. My joy was a little marred by the fact that there 
was not a single mghtful resident in it. The whole of my satrap, 
could not count one eiviltan ; the inhabitants were merely the soldiers 
ctimy platoon; still it is pleasant to note that wishes sometimes come 
trues” 

sactually we live here only during the nigit. As soon as 
evening falls our sentries are ordered to then posts, at three different 
points, from which every bit of the valley can be watched. A _ full 
quarter-ol-an-hour is taken up in an attempt to drill into the hot-headed 
Corp ral Solommon in charge of outpost No. 2, that should he again hea 
i note below he must not immediately fire the machine gun, but must 
certain that it is not our own patrol returning home. 


Then becins 
the “upbuiding Palestine.” Ol 


oldwers the dub it. 


The C‘olone! hac orders us lO the barbed wire detences thiat 


had been damavect by the enemy 


to protect our men in daylight, when they came from the barracks. 


trom: the other harem to the obse vation pasts | 


called together those few soldiers who were neither on duty, nor down 


with malana. and we * built up Palestine the long night through.” 
“.... Hurrah! -At last we have conquered malana. When I wrote 


that there were no permanent residents in my kingdom. I] -meant 


Dipe is. But ol six-legve | creatures ] had bilhons. l hevel 
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imagined that so many mosquitoes existed in the whole world, let, 
alone in one wee village. Even before sunset we bandaged our faces 
and knees, and covered our arms and necks with ointment; but they 
work with such enthusiasm that our fingers tired of scratching 
The result would be two more cases of rnalaria the following morning. I 
arranged a council of war with my sergeant, who also resides in my 
harem. and we decided to evacuate this last section of the population 
By telephone we ordered two tins of parathn from the battahon, and 
directed Corporal Stoukaline (one of our best Gerim), and Corpora! 
Israel, who had just been released after serving a fortmght’s unprison.- 
ment for tighting with a military constable im a tavern, to search the 
village for mosquito homes, in other words find the motionless waters 
With all repect to our Schneiders, whom I appreciated more and more, 
I could not trust such a responsible task to any but ex-Gallipoli men, 
Thev returned in the evening, dirty and tired, having done a consider- 
able amount of crawling, and brought with them three addresses, one 
pool, one well, and a ruined bath-house. When maght fell the dear little 
white donkevs arrived and brought the ordered drums. Thank God 
the telephone plaved no tricks that time. With much ceremony we 
lavishly poured the paraffin over the enemy's dwellings, and even 
filled the well with stones. The mosquitoes, however, rephed with 
such a counter-attack that I still suffer from thew stings. althoug), 
it happened three days ago. To-night, however, there remains not 
more than one platoon of enemy alive, and they flit abeut 
dejectedly and soundlessly, devoid of any appetite tor our blood or 
even for the omtment.” 


.and I appreciate our ‘ tailors” more every day. Here is an 
episode. The colorusts from Rishon-le-Zron sent us a orift 

grapes, figs, almonds, and I suspect there was also wine. But the Irish 
element (Col. Patterson) at the head of our battalhon probably decided 
that it was not good for the dwellers of ‘No Man's Land.” Just after 
midday, about two o'clock, when the platoon had msen from its nap, 
the sergeant divided the luxuries among the men. We all live in the 
same building; the sergeant and I on the upper floor and the men in 
three rooms on the lower one, overlooking the courtyard. Only the root 
is visible to the Turks, so the men can spend the whole day in the open 
air. They usually play cards; [ hope not for money, that is prohibited 
This time, when they had as usual settled themselves comfortably m 
their various corners, provided with dainties and packs of soiled cards, 
the enemy suddenly began a machine-gun display. This rarely 
happens in the daytime. Still, we are accustomed to it, and the Turks 
usually fire wide. I continued my reading, and the men went on talk- 
ing and playing. Five nunutes later the sergeant came up to me 
and said: ‘Excuse me, sir, but I think thus sounds different. from 
usual. I am afraid they are “tracing” us. And, in tact, the next shell 
exploded almost im the centre of the village. | leaned out of my 
window and shouted to the men: ‘Quick, to vour rooms!’ They 


obeved the order. but were tar trom quick, It is terribly hot in these 
Arab holes. 


“We waited. Every tive minutes a shell exploded, sometimes to 
the left and sometunes to the nght of the village. * Thev are bad shots,’ 
said the sergeant. He was stil at the window suddenly he stimied 


and made a sign to me I went over, leaned out and saw four ol 


our London men sitting under the open sky eating * strudel/ and con- 
tinuing ther game. Thev had. selected a corner which \ 
unmeciately visible from my window and spoke in a whisper. One 
raised his head and ud in Yiddish: “Officer! ix ct ly at that 
second a shell exploded right in the heart of the 


TYAS 


Village, about a 

up, but didn't 
ad. He waved a ecard 
in the au and said in an excited voice: “Hob ich ihm in d'erd.’ 


hundred lect away trom wus Three ot them looked 


rave, and thre fourth did CV ET) Litt bye 


This mught have referred to the olficer. but I preler to think it 
was meant tor the Pane, 


Naturally I ordered them immdoors. 


THE JEW IN POLISH LITERATURE 
By J. Cang 


Like the Polish soil so also Polish literature is intimatel eonnected 


with Jews. They are in the cities and towns. in the Lownships and 


Villages, and they in) the Polish poetry and hetion, the drama 


ana novel, No othe non-Jewish hterature it} the world Is SO full ot 


Jewish characters as 1s that of Poland. 


It is literally teeming with 
Jews. 


Benning with Nicolas’ Rey, the sixteenth-century Polish 
writer (first to write in the vernacular), up to the works of Mary 
Donbrowska, who has recently been awarded the State Prize for her 
novels, the majority of Polish writers have introduced Jews into thei 


1. 
books. Most of the Jews treated by Polish writers are of the exagger- 


ated “ Shylock ” or “ Fagin” type. But there are a very large numb. r 

o: Polish writers who have portrayed the Jew in the most syinpathetic 
manner, writmy with understanding and feeling seldom achieved by 


other non-Jewish writers. There are a whole constellation of Polish 


writers who pictured the Jew as he really is— 


his poverty and struggles, 
his love of family and country. 


They have done this in a manner 

worthy of Peretz, Mendele Mocher Seforim or Sholem Asch. rome of 
them have portrayed such lofty Jewish characters that reading them 
one wonders why 


Poland. 
rhree different classes of writers 


examuning the reflection of the Jew to 
the Poles. 


there is still such pronounced anti-Sematism in 


are to be distinguished when 
e be found in the literature of 
| First there are those who have written deliberately the 
vilest calumnies about Jews and painted them in the ; , 


most sini 
hues. Then there has been See 


and still is a large number of prominent 


Polish writers whose attitude towards the Jew ts variable, Sometimes 
they }? riray il repulsive creature and sometiuues with mtense 
s\mpathy. They dende one Jew and extol another. Some of them 
write with contempt. about Jews im general while expressing the 
warinest sentunents for certain Jews. The third class conmiprises those 
whose attitude is positively pro-Jewish. 

Unfortunately the majority of writers belong to the first. of these 
clesses, Out of about twenty-five Polish authors who have made the 


a clnet character in their books. some fifteen have depicted hun 


Among these the first was Juljan  Ursyn 
Nieincewiez. Writing in.the tume of Sir Walter Scott he was the first 
Polish writer to make Jews the main subject of a novel, entitled “Leyba 
t Siura,” that is Lejb and Sarah. 


as evil iis possible. 


So keen was he on his subject that 
he even explored the Talmud in order to “discover the real soul of the 
Jew for his Polish readers.” But apparently he did not sueceed.. Not 
only was he unable to discover the Jewish soul in the Talmud but 
he was utterly unfit to understand the Talmud itself. Young, beautiful 
Sarah is in love with Lejba, a Jewish boy, who las studied in Christian 
schools. But her father Moses wants her to marry a man of his own 
class, a Chassid, the hunchback Jacob. Lejba is excommunicated and 
Moses denounces his daughter for her “ criminal” love. Moses is a 
sinuggler, an unscrupulous fellow, thinking all the time “how to cheat 
and rob,” how to break the law, how to make a lot of money. 
Niemcewicz makes Moses speak to his daughter in the following 
manner :“Do you know Sarah that only we Jews have a soul and are 
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chosen by God? The others come from the Devil—the 
~— the enemy of God. They, the Goyim, the non Jews. 


and are as abominable as the reptiles. 


‘Svtra Achra’ 
have no souls 
Only the Jews are regarded 
by God as the wheat of the world. All the others are merely straw 
straw the Jew is allowed to break. The Jews are permitted to cheat 
It is not only allowed to us but it is 


them. 


the non-Jews. our duty that we 


With these mdiculous ideas Which the author 
purported to have tound in the Talwud, Moses attempts : 
his daughter to give up Leiba who has 


should cheat 


Oo persuade 

been drinking from strance 

No better does Niemcewicz Jacob wi 
Te 

the Talmud which taught 

The only Jew whom Niemcewiez showed with a little 


lle 
wells. 1s the worst 


and dirtiest creature imaginable wicz the Jews were 


thie 
Sinpathy 
For this 


end 


worthless, low beings. nourished by 
evil. 
Will Leiba, who had been “educated on non-Jewish bo Ks. 
he umtes hum with his lovine 
the 


author. Lonae. 


no doubt Sarah ire thee 


Intensely repulsive, again, are 
Polish 


at the tune of Charles Dickens 


Je Wish ters 


bys another prominent weky Whig 


Wrote 


Like Niremeewiez, Kraszewski seare}y | 


the Talmud; he claimed to have read Jewish lnstorv and Mendelsso 


works for inspiration and tnformation about the Jewish soul. The ree! 
was three be volun written between I854 and ISDS. about that 
miserable creature the Jew.” In bus book, Jew!’ Kraszev KI 
presents a Whol gallers Jewish the orthodeos the 
1.3. ain K it's ed with Progressive 
wiicdi« tasted thy weet of. urepean ture 
p wealth “by all means possible.” Pious th 
other Jew \t the tre when Kraszewski w the 
to rene) ainst the Tenrst rule Poland 


to denve the greatest prs 


from: this Polish revels tia} Wii let the Poles wer plotting 


niakes hee “Yes. we can feel gunpowder in the au 
will be vietimn but we rust cet out of that and take eare to make 
as much } revit a sable Itis a oceaston for u Jows 


of wasting time on patnotic talk,.we must thmk first of all about 
ourselves. The Polsh peasant does not hke us. Well what of it? Hi 
les stupid and we shall he able to berm. (hur enemy rs 
the Pobsh notihty which trying now to stand up against the Tea 
will break its neck.” Thus the writer makes his Jews unpatriotre. 


treacherous creatures, who think only about ther own mterests and 


gains wWinle the Poles arc preparing to fight for their independenc 
the fight whieh proved futile in 1863. Kraszewski did not belheve in the 
tie the 
writings as bad as lus brethren and an “ahen to the people he tnes te 
Nav, the 
character in los book, although a Jew, many vears converted, turns 
out to be at bottom “as to the 
“unethical wavs of lus race.” 

“The Spiders,’ and 


Polish hooks about ar Ws, 


asstnulation of Jews. Even assimilated Jew remaimms in hus 


enter amongst. even Kussian colonel. Tendenmann. a 


wicked as all other Jews and true 


“Black Mud.” in 1895. are 
As the names indieate. the author. 


written in 
Two tore 
Klemens Junosza, a notable figure in the literature of his country, had 
thing good to of the about whom he wrote. “Gancpom i- 
der,” the Jew in “Spiders,” was always “spinning his webs to ensnare 


his prey “—the non-Jews who eame for loans and help. Equally 
vicious and repulsive are the other Jewish characters this author 
presents in his “Black Mud 


woman is depicted as “preying upon her non-Jewish customers.” 


Like the Jewish man so also the Jewish 
The 
beautiful Malka Fish, the Jewess who owns the “Green Swan” public 
Karezim 
and charm to wheedling as much as she ean from the Polish nobility 


howse, or the hero of the latter novel. devotes all her wit 


and peasantry in the neighbourhood. She is made to appear every 
whit as bad as the Abrahams, Moses, Isaacs and other 
that 


upulous 


“Jew-spiders. It ts significant Junosza had some acquaintance 


Yiddish 


translation 


short 


He made a 
Mocher “The 

Yet this did not help him to under- 
thew 


huis ar Wi chal ters 


language and literature. 
Polish of Mendele 
and “Dhe Shkapy.” 
better than 


prevent 


even 


inte 


bon Wuirxote 


stand the those who were entire! wrornt «of 


subjects, nor did it trou 


nya 


cle pictin 


traditional! libellous ws 


i] tha alone hela tive Poly 


o* usur\ 
‘Tha Jewish characters ‘tured by 
“Swindlers.” are decertful 


reflect 


Artur Gruszecki m 
ormoral. Hrs 


Has theme was rot tive 


and abot them is 


i iT) tis title rthy ar W. thre 


keeper or p tibhean. but the meh Jewish banker wiom he has made to 


look as. as possible Strauchtield——the meh Jewish banker in 


“Swindlers Sit \ to another Jow. named Mvyer ‘Do vou realise that 
the Poles do nm hike us if they could they would do us a lot of harm 
Bat our God. Jehovah, will punish them. We shall be the rulers... We 
have the money, and thev. will have to work for u 

lt te are thie Space cot Tit articie to erte the Pol 


iIndee 


write Wii nave written in tli Their momber rs 
rare beside thy of them who have written book te 
bad Jew there are many who have painted Jews most v.s ously 
talse vienever thy on to introduce a dew into then 
Stil the tA Poh ‘ t awarded the 
Nobel ‘ “The Pe rai? tecl into 
receivin tele mods and sedueineg 
ti sleep. The-M Gut that matte: 
Hi tet lew ilk 
Not 
TE Re write wihose attitude towards Jews | have 
Wrystnanskr, the greatest Poh modern dramatist. who dred.in 1907, 
Phere are dramas winelh Wysprinski introduced the 


Jew. “Weeele—the Wedding’ and “The Judges.” In “the Wedding,” 


thi ar \\ thy iati. robbing the peusants iis iis he He 
iit KS i ther drunkaras. Luckaly he Is not 
alone mi thy terrible Work He Mm associated with the village priest 


house for an exorbrtant 
lost gut bad 
“poetic being, loving the peasants and their 
the 


leased the 


twir the peasant is 


Petwoen These is the Jew hus 


im. is a 


\\ \ spianski 


te) 


Children.” paints Jewish grl as noble, kind- 


hearted and intelhgent She attends a Polish wedding 
where. tor the first tume mm historv. a Polhsh nobleman marnes a peasant 


And the 


Warriors and Pol ot all classes, 


though she 1s 1n ATES ay Polish nobility, poets, 
Rachela IS sometimes made 
to seetn superior to them all—an elevated, mited human figure worthy 
of her race and people. 


here makes the Jews the principal characters. © 


Judges” is abmost wholk ar wish drama. Wvyspianski 


rie rned with the lot 
Poland, the 
(i! karezma keeper, 


of the Polish peasants, especially in CGsalcoa. Southern 


author represents SNarmuel. thre Jewish Innkeeper, 
who * became rich by ing Lipron the peasants’ 


as the villam 


sunplicity and love of vodka.” Samuel, with his big beard, long peyes 
and ringlets, such as are worn by the Jews in Galicia, white socks and 
eovered head, ts an abonunable “ greedy tellow” with an “* atromous 
He cheats the prcasants, and when 
them of 
property, and sends them to prison tor debt. His elder son, Natan, 1s 


fathe He se 


determunation to make money. 


they are entirely im his clutches, deprives ther land and 


an ofisprmg worthy of his dluces the poor Chnstian 
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vi THE JEWIS 
the undergrowth, the dried-up river bed, the rocks and rifts. Very 
striking, if one is in a mood to appreciate it. Fortunately for us, it 
was difficult to distinguish men from cacti in this light; another few 
shots from above, but they miss us. Our lines reply from Abwein, 
from Jtlplia, and from all sangars on our slopes a concert of mfle and 
machine-gun fire commences (they know where we are, so they avoid 
aiming near us). Sometimes the British artillery joins in the fray. 
Like a roaring train in the Alps on a pitch black might, of which 
the wanderer in the valley can only see the lighting of its tail, a flery 
comet majestically cuts the sky above us and explodes on the Turkish 
mountain: then another. I realise that all this has been previously) 
planned. Still, I assure my men that it is done solely to ensure out 
safetv. This thunderous noise lasts about half-an-hour, then every- 
thing becomes silent again, and we re-continue the scrambling and 
crawling, and eventually rein hy where we are welcomed with 
a huge kettle of hot sweet tea 

As I have already mentioned, the second dangerous place was 
Abwein. This village was considered ours, for the simple reason that 
it was not in the possession of the Turks: a@tually it was in No Man's 
Land. It was situated about three hundred feet below the sumnmut of 
the mountain, on the Turkish side, and looked rather like a table. On 
this terrace Arabs had built about fifty huts. Abwein means “two 
fathers,” probably two Patriarchs; though as far as I know this 
village is not mentioned either in the Bible or in the Talmud. It had 
not been a poor one, judging by the ruins that remained. 

Every week another platoon held it and remained stationed there 
the seven days. In the daytime the sole means of communication 
between thus platoon and the rest of the battahon was by telephone, 
and at best. only one word out of ten was audible. By means of this 
slender contact with civilisation, we obtained everything for our needs 

matches, tobacco, quinine, bandages, ammunition, notepaper. Every 
mght a small group of soldiers, with six white donkeys, descended from 
the mountain with “food” for our sustenance (as interpreted by the 
battalion telephone operator), and a zinc can containing drinking water. 

Il have a few letters at home. Here are some relevant extracts: 

Te ean Probably everyone when a youngster has two dreams. One 
to be at least for a week, king or, at any rate, absolute ruler. The 
second, I dare not say to live in a harem, but to \see the inside of 
an real one Both these dreams have come true for me. For one whole 
week I was appointed ruler of Abwein. I was free to give or refuse per- 
mission, to do what | iked—-even set fire to the entire village—though 
on the eighth day lL might be tned before a court-martial. And I spent 
those days in a real harem, with windows closely shuttered, so that 
none could look in. My joy was a little marred by the fact that there 
Was not a single mghttul resident in it. The whole of my satrap) 
could. not count one civilian; the inhabitants were merely the soldiers 


qt platoon ; still it is pleasant to note that wishes sometunes 
true” 

actually we live here only during the night As‘soon as 
evening talls our sentries are ordered to then posts, at three different 
poitits, from wiuch every bit of the valley can be watched. A full 
quarter-ol-an-hour ts taken up in an attempt to drill into the hot-headed 
Corporal Solomon in charge of outpost No. 2, that should he again hear 


® noe below he must not unmediately fire the machine gun. but must 


nuke certam that it is not our own patrol returmng home. Then begins 


the “upbuilding of Palestine,” as our soldiers of the intelligentsia dub it. 


The Colonel had ordered us to repair the barbed-wire defences that 


had hoon damaved the enemy s shi lis, and also to 


to protect our men in daylight, when thev came from the barracks 


Le... trom the Gol harem to the observation posts | 


called together those few soldiers who were neither on duty nor down 


with malana. and we buult up Palestine the long nicht through. 


.. Hurrah! At last. we have conquered malaria. When I wrote 


that there were no perinanent resrdents kingdom. | 


bipeds. But of six-legged creatures I had billions never 
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imagined that so many mosquitoes existed in the whole world, let 
alone in one wee village. Even before sunset we bandaged our faces 
and knees, and covered our arms and necks with ointment ; but they 
work with such enthusiasm that our fingers tired of scratching 
The result would be two more cases of malaria the following morning. | 
arranged a council of war with my sergeant, who also resides in my 
harem. and we decided to evacuate this last section of the population 
By telephone we ordered two tins of parathn trom the battalion, and 
directed Corporal Stoukaline (one of our best Gerim), and Corpora! 
Israel, who had just been released after serving a fortmght’s unprison- 
ment for fighting with a military constable in a tavern, to search the 
village for mosquito homes. in other words find the motionless waters. 
With all repect to our Schneiders, whom I appreciated more and more 
I could not trust such a responsible task to any but ex-Gallipoli men. 
They returned in the evening, dirty and tired, having done a consider- 
able amount of crawling, and brought with them three addresses, one 
pool, one well, and a ruined bath-house. When night tell the dear little 
white donkevs arrived and brought the ordered drums. Thank God 
the telephone plaved no tricks that time. With much ceremony we 
lavishly poured the paraffin over the enemy's dwellings, and even 
filled the well with stones. The mosquitoes, however, rephed with 
such a counter-attack that I still suffer from thei stings, although 
it happened three days ago. To-mght, however, there remains not 
more than one platoon of enemy alive, and they flit about 
dejectedly and soundlessly, devoid of any appetite for our blood o1 
even for the omtment.” 


.. and I appreciate our ‘ tailors” more every day. Here ts an 
uuusing episode. The colomsts from Rishon-le-Zion sent us a gift 
grapes, figs, almonds, and T suspect there was also wine. But the Irish 
element (Col. Patterson) at the head of our battalion probably decided 
that it was not good for the dwellers of ‘No Man's Land.” Just after 
midday, about two o'clock, when the platoon had msen from its nap, 
the sergeant divided the luxuries among the men. We all live in the 
same building; the sergeant and I on the upper floor and the men in 
three rooms on the lower one, overlooking the courtyard. Only the root 
is vistble to the Turks, so the men car spend the whole day in the open 
air. They usually play cards; | hope not for money, that 1s prohibited 
This tune, when they had as usual settled themselves comfortably m 
their various corners, provided with dainties and packs of soiled cards, 
the enemy suddenly began a machine-gun display. This rarely 
happens in the davtime. Still, we are accustomed to it, and the Turks 
usually fire wide. I continued my reading, and the men went on talk 
ing and playing. Five munutes later the sergeant came up to me 
and said: * Excuse me, sir, but I think this sounds different from 
usual. I am afraid they are “tracing” us... And, in fact, the next shell 
exploded. almost in the centre of the village. I leaned out of my 
window and shouted to the men: * Quick, to your rooms! They 
obeyed the order, but were tar trom quick. It 1s terribly hot in these 
Arab holes. 


We waited Every hive minutes a shell exploded, Sometimes to 
the left and sometinnes to the right of the village. ~ Thew are bad shots,’ 
said the sergeant. He was still at the window. Suddenly he stmiled 
and made a sign to me. tt went over, leaned out and saw four otf 
our London men sitting under the open sky eating * strudel” and con- 
tinuing ther game. They had selected a corer which was not 
unmediately visible from my window and spoke in a whisper. One 
raised his head and said in. Yiddish: ‘Otheer"’ 
second a shell exploded mght in the heart of the 


Exaetly at that 
village, about a 
hundred feet away from us Phree of them looked up, but didn’t 
move, and the fourth man did not even lft his head. He waved a card 
in the ar and said in an excited voice: “Hob ich ihm in d'erd.’ 


This might have referred to the officer, but I prefer to think it 
was meant for the game. | 


Naturally I ordered them indoors. 


THE JEW IN POLISH LITERATURE 


By J. Cang 


Like the Polish soil so also Polish literature is intimatel. connected 


with Jews They are in the cities and towns. in the townships and 


Villages, and thie appear in the Polish poetry and fiction, in the drama 
and novel. No other non-Jewish literature in the world is «o full of 
Jewish characters is 1S ot Poland. 


It is hterally teeming with 
Jews. 


Beainning with Nicolas Rey, the sixteenth-centuryv Polish 
writer (first to write in the vernacular). up to the works of Mary 
Donbrowska, who has recently been awarded the State Prize for her 
novels, the majority of Polish writers. have introduced Jews into ther 
books. _Most of the Jews treated by Polish writers are of the exugver- 


ated “Shylock ” or “ Fagin” type. But there are a very large number 


ot Polish writers who have portraved the Jew in the most sympathetic 
Inanner, writing with understanding and feeling seldom achieved by 
other non-Jewish writers. There are a whole constellation of Polish 
writers who pictured the Jew as he really 1S 


his poverty and struggles, 
his love of fammly and country. 


They have done this in a manner 
worthy of Peretz, Mendele Mocher Seforim or Sholem Asch. rome of 
them have portrayed such lofty Jewish characters that reading them 
one wonders why there is still such pronounced anti-Sematisin in 
Poland. 

Phree different classes of writers are to be distinguished when 
examining the reflection of the Jew to be found in the 
the Poles. First there are those who have written deliberately the 
vilest calumnies about Jews and painted them in the most sinister 


hues. Then there has been and Still is a large number of prominent 


literature of 


Polish writers whose attitude towards the Jew vartable,. Sometimes 
they portray him as a repulsive creature and sormetiuues with intense 
s\inpathy. They dende one Jew and extol another. “Some of them 
write with contempt about Jews im. general while expressing the 
wWwarinest sentiments for cerTtaln Jew ‘The third class COLD those 
whose attitude is positively pro-Jewish. 

Uniortunately the majority of writers belong to the first of these 
classes. Out of about twenty-five Polish authors who have made the 
Jew a cluet character in their books, some fifteen have depicted him 
as evil as possible. Among these the first was Juljan) Ursyn 
Nremecewiez, Writing in the tune of Sir Walter Scott he was the first 
Polish writer to make Jews the main subject of a novel, entitled “Lejba 
i Siura,” that is Lejb and Sarah. So keen was he on his subject that 
he even explored the Talmud in order to “discover the real soul of the 
Jew for his Polish readers.” But apparently he did not succeed. Not 
only was he unable to discover the Jewish soul in the Talmud but 
he was utterly unfit to understand the Talmud itself. Young, beautiful 
Sarah is in love with Lejba, a Jewish boy, who has studied in Christian 
schools. But her father Moses wants her to marry a man of his own 
class, a Chassid, the hunchback Jacob. Lejba is excommunicated and 
Moses denounces his daughter for her “criminal” love. Moses is a 
smuggler, an unscrupulous fellow, thinking all the time “how to cheat 
and rob,” how to break the law, how to make a lot of money. 
Niemcewicz makes Moses speak to his daughter in the following 


manner :“Do you know Sarah that only we Jews have a soul and are 
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chosen by God? ‘The others ‘geen from the Devil the ‘Sytra Achra’ with Yiddish language and hterature. Ile even tnade a short | if 
—the enemy of God They, the Goyun, the non-Jews, have no souls transiation into Polish of Mendele Mocher Seforun’s “The Jevish 2 t 
and are as abonunable as the reptiles. Only the Jews are regarded Don Quixote” and “Die Shkapy.” Yet this did not help him to under- : if} 
by God as the wheat \of the world. All the others are mu rely straw stand the Jew better than those who were entirely tnorant of their ; ; 
straw the Jew allowed to break. The Je Ws are permitted te cheat tS. did it prevent barn pietinge his ar wish char icters 
the non-Jews. It is not only allowed to us but it is ou duty that we mm the tracittonal lbbellous manner as if they alone hele the monopoly i 
should cheat them. With these ridiculous ideas Which the author of usury. : 
purported to have tound im the Talmud, Moses attempts to persuade The Jewish characters pictured by Artur Gruszecki in his book, ; 
his daughter to give up Lejba who has been drinking from strange “Swindlers,” are deceitful and womoral. His opimon about them is ) 
wells. No better does Niemecewiez Jacob who uw the worst bigeot reflected in his title His theme was not the rth sew, the 1 
ana dirtiest. creature lnaginable. To Nrernce wiez thr Jews were Keeper or ibhean, but the meh Jewish banker wacom he ha made to 
worthless, low beings, nourtshed by the Talmud which taught them look as sinister as possible Strauchteld——-the meh Jewish banker im tH 
evil. The only Jew whom Niemcewicez showed with a little Vinpathy “Swindlers —says to another Jow. named Mver Do vou realise that . i} 
was Lejba, who had been “educated on non Jewish books.” For this the Poles do not hke us’? If thev could thev would do us a lot of harm taae 
reno, TO doubt. he unites with hus lov Sarah ir) thee end Cs af hovah will mish thie iti We be the I ley We 
Intensely re} ulsive, again, ar the Jewish characte rs portraye have the nioney, and they will have to work for us.” qi . 
by another Polish author Kraszewsk whi Wrote It is sible an. tha pace Of Tis arth le to erte iil the Polish ’ 
at the tune of Charles Dickens Like Nremcewiez. Wrasze wski searched write) Wii 1 ive written im thi Their number ts indeed 
the Talnud: he claimed to have read Jewish history and Mendelssolin’ Fyre And those of them who have written books 
Vie rks tor in Piratiorn and miormathon about tha de Wish s ‘Tha resiy.t baact dow wi ny who fh ar WS \ 
was three big volumes written between 1854 and ISOS, about that amd taisely whenever thev oecasion to a into then 
Huserable creature the Jew.- lin book, Jew Krasze Wskl work stants! Polish on elist awarded th 
present Whol gallery of .Jewish the orthodox “the bigot, Nobel Prize for h t “The Peénennt tel into 
Wile) Wiltd Ti taste] the ool euliture, thr tine Poli ‘ Nol re thy low ne 
ort kk lhe Jew hain et wpon mal r bet In | bag 
rey towards the non-Jew. wirom. th bye nil | ne 
the test. Ain) mapner iuinginable. “The other: tha Phe dew, Harumi M ther, 
detestal bloodsuckes Ce} Money God Chiat | 
SCcepaid. ara | th lrreethinker, and Hein-law He ru! \ bet talk 
Jew whom WKraszewsk: mtrodue his books. thoy they tea Notin te too tha 
modled trom tthe hor of Christian education, are as “rows is al] tin eatest Polisi: writ Siepe 1 
rebel against the Tearst rule tn Poland The auther: ti is JEW AS. as unt eroon the poltical 
pictures the Jows as to derive the greatest possible bedv ot Poland. Zercomek may be catled the P Galsworth 
from: tins Polish revolution. Whilst the Poles were Plotting Kraszewsk had only one cde CTH Jewish charactes In his famous 
makes his Jews say: “Yes, we can feel gunpowder m the ar. The: nove “The. Hormeless.” w touches entirely th of 
will be victim but we must get out of that and take care to make Lente published m IW) he ca the Jew “the native foreigner,” 
as rmuch Prout as Itisa good occasion for us Jews Instead Among those Pohsh writers whose attitude towards Jews | have 
of wasting time of patriotic talk, we must think first of all about described roughiy as variable, the chief place must be given to Stanislas : 
ourselve The Polish peasant does not like us. Well what of it? He Wryspianski, the greatest Pols modern dramatist, who dred m 1907 ai 
is Stupid and we shall always be able to subdue hin. Our enemy ts There are two unmnortal dramas um which Wrysprinski introduced. the it 
the Polsh nobihty which trying now to stand up against the Tsar dow, “Wesele—the Wedding” and “The Judges.” In “the Wedding,” HF 
will break its neck.” Thus the writer makes his Jews unpatriotre, the Jew is the publican, robbing the peasants as much as he can. He ! 
treacherous creatures, who think only about their own interests and “sucks ther blood” and makes them drunkards. Luckily he is not : 
gains while the Poles are preparing to fight for their independene: alone in this terrible work. He is associated with the village priest . 
the fight which proved futile in 1863. Kraszewski did not beheve m the from: whom he has leased the public house for an exorbitant sum. | 
assimilation of the Jews. Even the assimilated Jew remains in his Petween these two the peasant is lost jut bad as is the Jew his it 
writings as bad as his brethren and .an “ahen to the people he tmes to daughter Rachela is a “poetic being, loving the peasants and thet iu i 
enter amongst.” Nav, even the Kussian colonel, Tendemann, a Wyspimnski paints the Jewish girl as a noble, kind- 
eharacter im lus book, although a Jew, many years converted, turns hearted and lughly intelligent person... She attends a Polish wedding 1] Be 
wut to be at bottom “as wicked as all other Jews” and true to the where, tor the first tune in history, a Pohsh nobleman marnes a peasant . 
“unethical wavs of his race.” grim! And though she 1s in the company of Polish nobility, poets, . 
“The Spiders,” written in 1894, and “Black -Mud,” in 1895, are writers. warriors and Poles of all classes, Rachela is sometimes made Wd 
two more Polish books about Jews. As the names indicate, the author, to seem superior to them all—an elevated, gited human figure worthy } 
Klemens Junosza, a notable figure in the literature of his country, had of her race and people. : | 
nothing good to say of the people about whom he wrote. “Gancpotia- “The Judges” is almost wholly a Jewish drama. Wyspianski 
{ der,” the Jew in “Spiders,” was always “spinning his webs to ensnare here makes the Jews the principal characters. Concerned with the lot a 
his prey non-Jews who came for loans and help. Kqually of the Polish peasants, especially in Galo, Southern Poland, the 
% vicious and repulsive are the other Je wish characters this author author represents Samuel, the Jewish innkeeper, or karezma keeper, | | 
: presents in his “Black Mud.” Like the Jewish man so also the Jewish as the villain who “became meh by. preying. upon the peasants’ s 
woman is depicted as “preying upon her non-Jewish customers.” The snopheity and love of vodka.” Samuel, with his big beard, long peves iH | 
beautiful. Malka Fish, the Jewess who owns the “Green Swan” pubhe and ringlets, such as are worn by the Jews in Galicia. winte socks and 
house. or K arezmia. the hero ot the latter novel. devotes all her wit covered head. IS iil abouunable greed fellow with: an “ atrocious 
and charm to wheedline as much as she can from the Polish nobilty deternunation to make money.” He cheats the peasants, and when gsi 
and peasantry it} the Tie io@hbourhood. She 1S made to every they are entirely hus elutehe deprive them of theu land ana 
whut iis bad iis the Abrahams. Moses, Isaacs other unscrupulous property, and sends them to prison tor His elder Siri. Natan. is 
“Jew-spiders. It is significant that Junosza had some acquaintance an offspring worthy of lus father. He seduces the poor Chnstian | 
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ervant curl and wants to murder her when she later trics to betray his 


cruminal behaviour. But though Samuel is a usurer of the worst type, 


nd Natan a rowue, Vounp Joas, the other son of Seinuel, is little short 
gel. He plays the violin divinely and melts the stony heart 
« his wieked father like wax beneath the sun. As if to atone tor the 


binck Pigments he pout into the picture of the first two Jews, the great 


l’olish dramatist has made this third. one of the most beautiful figures 

the Polish drama. When the poor Christian servant mrl is shot and 
the police want to arrest a Polish soldier wrongly suspected of having 
fired the shot whilst fighting with Natan, Joss stands up and 
“My brother has killed her. Natan ts guilty. He usa devil.” 
Turning to his father, Joas calls out, “You are culty too. In 
prophetic tones Joas warns his father that “God will pumsh him” for 


nil the evil he has sown Joas is here represented as the eterna! higure 


ci Tustice and nighteousness Wilt} mo ane who 1s evil. not eveti 


bos own tather. Jons i the personmtlication ol Jewish universal justice 


Jcas dies after having “judged” rightly his father and brother, and old 


Samuel. stricken with grief, ts made to confess huis guilt Thus 
Wyspianski, though he was tar trom pro-Jewish and yuunted many 
bad Jews, has nevertheless leit two Jewish characters which stand 
cu. like ravs of sunshine in the Polish literature. 

Rolesiaw Pruss bye longs alse to thus class of Pol sh writers 
is regards hes treatment ol Jews. W riting at the end of the nineteenth 
ia was itnmendiv and liberal minded towards them. The 
| good eitizens.’ But later, towards 
the end of lus eareer (he died in 1912), he 


lucated Jews. he wrote, “are ve ry 
painted hus Jewish 
characters, particularly in his famous work, “The Doll,” in very harsh, 
Old Szlangbaum, a prominent Jewish character 


easant colours 


the Jewish youth does not spend 
in dancing and other such stupid Pastimes They ire busy 
counting, reckoning, studving, plaving chess and other such things 

trait: and educate the mund.. With us the brain is busy all the 
time, and therefore we shall conquer the world.” 


A 


varving attitude to Jews was that of another 


inent Polish writer, Alexander Swientochowski, a contemporary 

Pru In 1880. he wrote a novel entitled “Chawa Rubin.” in wlich 
poor Jewess was depicted with great svmpathy and teeling. Chawa 
worked hard ali d to teed he brood children and her 
walking mies tO earn A preriny. But waiter thus heautiful and 
mcture’ of a Jewish mother, Swientochowski changed In 
ie and became pronouncedly anti-Jewish. In his later writings, 
he amvests the Jewish characters with all the. stereotyped. vice 


i 


attributed to them by the majority of non Jewish Polish write: 
\nd now after this unhappy catalogue, let us turn to that class 
writers who have represented the Jew iis he really Is. who 
ited him realistieally as a living human bemg. First among 
these was Adam Mickiewicz, who flounshed between 1798 and 1855 
Mickiewicz was the greatest Polish poet, and occupnes nm the hterature 
Poland the same place held by Shakespeare mn that of England, He 
Wil Lin national Polish ana has had the greatest mfluence 
He left 
tthe Jew which tmoust for ever remain as the most subliome 
in Polish hterature This picture is paimted in Mickiewiez’s epic 
inasterpnece , Pan Tedeusz,” first published 1834. it: is. an 
the scene. ot which is laid in the eastern part of Poland on 
the eve ol Napuleon s expedition mto Russia m 1812 With loving 
eves and the soul of a gemus, Mickiewicz gives us delightful 
riptiions ol hus and people, iis well as ol the Jew. As 
the works of so many other Polish writers, the Jew. Jankiel (Jacob) in 
Pan Tedeusz But, unlike the other Jewish 


keepers, Jankiel is given an honourable réle in. the country of his 


on bas countrymen, as well as upon other Slavie nations. 


IS whit keeper. 


birth. His inn was the meeting place of all those noble Poles who 
were working for the resurrection of their dismembered c runtry, 
Jankiel co-operated with the Polish patriots in their plots, and helped 
the priest Rolbak in his great task of awakening in the Poles feelings 
lor therr country. At the wedding of two descendants of Polish noble 
houses, whose love has terminated a long family feud, Mickiewicz 
troakes his Jew play the evimbals.. But it was not 

had to carry out in order to amuse the “Puritz”—hi 


a service the Jew 

master and lord, 
No! Jankiel is an equal citizen on Polish -soil, working for 
deliverance. 


Its 
From the brass Jankiel plays at the wededrng, 
he brings forth the whole Polish lustory, which he feels with his Jewish 
soul and of which he is a puart, The clashing sound which comes forth 
from under his fingers, the tones he produces, are chapters of Polish 
history, her past, present and future, which the Jew can feel in his 
prophetic soul. Jankiel’s playing makes the Poles cry. It touches 
the deepest springs of their souls, and the sounds he produces suggest 
the bond between him, the Jew, and those he lives with, the Poles. 
Jankiel fimshes his great performance by playing the Polish anthem, 
“Poland is not yet forlorn.”: At the end of this unforgettable scene, 
turming to the Polish General, Donbrowski, who has come with his 
kgionaries to deliver Poland, Jankiel says: “We have waited for 
vou, as the Jews wait for the Messiah.” In the hands of Jankiel the 
evinbals became a Divine instrument calling forth the most delicate 
‘uman feelings of friendship and loyalty, and in the hands and pen of 
Mickiewiez, Jankiel has become the immortal Jew, the white-bearded. 
long-robed loyal Polish Jew, working with all other sons of Poland 
for the resurrection, prosperity and well-being of their land. 

Great as this Jewish character is, Mickiewicz was not the only one 
among Polish writers to do justice to the Jew. The service the Jews 
rerdered Poland in her first revolt against the Tsar in 1830 con- 
vineed many Poles of Jewish loyalty. It was the same after the second 
Polish revolt in 1863. In that year, large numbers of Jews flocked to 
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the ranks of the revolting Polish Army, Rabbi Mczels, of Warsaw, 
and other prominent Jews supported wholeheartedly the Poles in their 
that. though Poland did 


not then re-win her independence, the Jews won the recognition and 


rebellion against the Tsar. The result was 
sympathy of many liberal-minded Potes, including several famous men 
of letters. 


A whole group of Polish writers starte l to write al 


out Jews in the 
trast sympathetic way. The first of these was Eliza Orzeszkowa, the 
ereatest Polish woman novelist who wrote at the end of the mneteenth 
“Eli Makower” and “Mvyer Ezofowicz” are two farge books 
kh Makowe: 
He takes high 
interest from the Polish nohilits whe spend them time in idleness, 


century. 


about Jews. Jews are the heroes and cmet characters 


is a Jew who has worked his way up in byigsires 


dissipation and drink jut though he charges exhorbitant interest 
from some he gives much to others He spends vast amounts on 
charitable institutions and on his poor relatives bhows an orthodox 


Jew. but his father Judele is beginning to realise that “there are no two 


alike 


(Jods. that there 1s only one Cod tor Jews and Christians 


His son in the end follows him in this behet. Orzeszkowa beheved 
itl assinulation She mamntaine | that pe education the lew 
would bhecome a good eitizen and farthful Pole This beheft she 
chenshed till her end Her second book about Jews, “ Mver 


Kzofowiez. ws conccrned more with uch a Progressive type of Jew 
whom she paints in the most flattering colours Her Jews are lovable 
characters, hard working and tar removed trom the “avaricrous, 
detestable smders” pamted by other Polish writers 

Apart t hese two roe il aA dovin 
hort stones wherem Jews are the prinmpal characters, portrayed in 


a faithful sympathetic manner. Orzeszkowa described Jewish suffering 


life and death. as possibly no other non-Jewish writer 


toil, trouble, joy, 
has ever done. She understood the soul of the Jew and his innermost 
feelings. “Gedali.” a Jewish pediar, who driven by hunger, stole a 
the Polish 


Jew who is also a human being, 18 a 


few peas ina freld and was arrested but later forgi 
because telt for tne 
coin in Polish hterature rarely met with. So also ts her other Jewish 
character, “The Strong Samson.” Orzeszkuwa was not alt 


blind to the taults of Jews 


rent her 


but she contended that h tauits were 


alse to non Jews. { thai r ecrncution An 


tances the Jews were as good citizens as the other indi sh lepicted 
thera according!,\ 
Another writer to produc i farthrul meture of the Jew was Mars 


hoon ypmicka, the Polish AN write 


not written so much about Jew as Orzeszkowa. but the teow Jewish 


characters she has produced will go down in history among the most 
charming ever conceived Like Orzeszkowa siie too favoured assunila- 
tion tor th But she cdi ask mor Of religton or 

The Jew could be and mostly Was a good citizen. wink remaining true 
to Jewish traditions “Mendel Gdansk: 1s a Jewish bookbrmder in 
Warsaw who knows that all “are from one God.” A teow ot bis Christian 
neighbours, too, realise that and rescue hun during a When 
hoolhe tris laugh “at Men fel s vel rod Um pris 
hy takes off lus hat to the praving Jew and silences the hooligans 
PORTO In which his gran‘son suffered he savs to the Chmstian student 
ho tries 40 ¢ msole hon “NO indison Will rh, cite rut 
for this town which | cherished for sixty-seven years has dred now 

Konopmicka demands that the Jow be treated as an equal, because 


to be a Jew ts a beautiful thing’ 

The thurd Polish Writer: Wha tha 
picture of a Jew is Daleckn Hier “New Abraham” will remam for 
ever as the most strrmmg and heartielt appeal mac by any. noz- 
Jewish pen tor justice and better treat: it tor the poveriy stricken 
Jew. A Jewtsh talor moa small Polish town, treated unkindly by 
his Christian chents, 1s compelled to force hss young consumptive son 
to work with him twenty hours a day to earn bread for lus family. 
He 1s foreed to sacrifice tis son-—who ches trom overwork, a victim ol 
Jewish poverty in order that the other mernbers of the uneht 
hve. He ius the “New Abraham.” 

Besides this trio of noble Polush woinen winters there have 9 
been a good many authors who have created pleasing Jewish characte 
in therr books. Gomulnicki, a liberal Polish writer of note, mt: miuce 


a Jewish baal-aquilech (cabman), who gives tus coat to cover a freezim 


lew aud 
“And vet 
says the writer, “we Poles think that Jews will do nothine without 
payment.” 


Polish nobleman, thus saving hin from certain death. ‘Th: 
not even receive thanks from the Polish boy he saved. 


Szymanski, also an author of fame, presents a Jew in 
the far zones of Siberia who longs for his native country-—Poland 
Besides these there have been several other Polish lberal writers who 
have drawn the Jew without prejudice, and demanded for him fair 
and human treatment. 

It is deeply to be regretted that liberal minded Polish writers 
have become rather rare at the present period, just when their presence 
would be most helpful and productive of a better understanding of 
the Polish Jew. 


L. CAILINGOLD 
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IMPERIAL AND FOREIGN NEWS—/ Continued from page 16), 
Relations, the Alliance Israélite Universelle, 
y 
the League for uman Rights and two National Refugees’ Relief Grand Ord | 
Committees, points out that “ the discrimination against and perse- ts rder of Israel and Shield of David 
cution of Jews, ‘non-Aryans,’ Christians, of Catholics. Protestants 
; and others, which have been made a matter of national policy by ANNUAL REPORT REVIEWED 
4 the German National Soci ilist (70ove rninent, and the re lentless ai | f rom our Corre sp) onden t | 
increase of this oppression, have. because of the ir far. reaching The firet of the arnal has proved be Cor ple ‘te 
effects in many other countries where the oppressed are forced to ation of an undert: iking r which mn less « ‘ormpetent hands mav well 
seek re fuge, become issue s of inte rnational concern meriting cd ed to teat or the futur aretul thouvht was given to adminis- 
ia) rative re-organisation, ar Lhe present irranvements be 
consideration and intercession by the League 
‘ ague of Nations. regarded as transitional, pending the carrying through of final 
Phe request that the Assembly of the Leagu of Nations should finda ty tae 
satisfactory and final solution of the problems facing the German ahve ce two former groups have been effectively co-ordinated. Numerous inter- 
is made in a resolution mlopted by the International Labour Conf. mn lodge amalgamations have served to consolidate : new lodges have been 
at its recent session. established : and there has been a great loprovement in audit control 
and 
lodges are coneerned. in the amalvamatio and doubtless 
The World Jewish Congress movement must grow responsi! ar ire thrown on the 
Head (thee to bring them into effeet with lecal formalitu und there are 
Opening Session To-morrow Night +} are up » adnunistes 
of where the local management does not appear to be 
DAY'S DEBATE ON PALESTINE functioning. © Facilities for members now include free legal advice and Spa | , 
The stage has now been set for the opening of the World Jewish tron of aged men! initiate ind suggestions are 
having met this week make the final arrangements 1 1 ie if 
: ervices Liere aurn the coming ePstivil hel five have the 
Dr. Stephen Wise lis to preside at the opening session and will advantage of an Inetitute, the mouport e ol which has been enhanced by ; ' 2a 
deliver the Inaugural address. He will be followed later bv Dr. N. the osing of the tormer 
Goldmann, who will speak on the present Jewish world situation bro. J. Slutsk New viz. tne 
On Sunday and Monday addresses are to be delivered by Mr ne -the | 
| Jacob Lestschinsky on the economic position of the Jews in Eastern It ws hinted that further developments mav he expected Po a t “a 
Kuropean countries: by Mir. Vefrotkin ou ithe problem of Jewish suburban lodees. the Order ha nvened meeti Jewish 
relief work ; by Mr. Tartakower on the problem of Jewish migration : 
by Dr. Wise on the German Jewish problem ; and by Mr. Kubowitsky who complete six months’ membership. The niembership. shields for 1935 ) ; 
Ol the problem of OTeanising World. Jew ish representative body. were gained by the Michael Schwacthina bits the 
\ special day Is to he devoted to a discussion on the present position Lod bir iii atti ar yt re Tig) } 
in Palestine. Resolutions are to be submitted to the Congress for thanks are led 
| HE JEWISH CHRONICLE tor the space which been regularly devoted 
approval on August 15th. Itis expected that the concluding sessions to the Order's activitie ; (a 
of the Congress will be held on Sunday, August 16th. Serious attention is being given t T the standard of andit . 
rhe Secretariat of the League of Nations and the International and there is an audit committee, under the ( es bro. G. Jot : 
Labour Office will. be represented at the Congress by special ' 
obse Professor William Rappard, Rector of Geneva | niversity, accounts, - An Audit Scho of Instruction | at which 
who is a delegate of Switzerland to the League Assembly and a leetures are given by competent mer Si) tend of bemg the dismal 4 e: 
member of the Mundates Commission, is to address the opening and neglected science that tradition assigns to AREANG Wis HOW CSCtEe - 
session ognised attained K Ow practices he 
report that with the removal of citheulties, and with better 
Over 300 delegates, representing thirty-two countries, are co-operation on the part ef officials and certain ives, It is hoped that in : 4} 
expected to attend. the second yeur the Order may boast. an audit vstern of absolute 
veclerring to the Asso lewish if is 
World-Jewish Population Estimates observed that the value of joint action was demonstrated in a remarkabl mai 
by the su the rite} \A } rerndiy let ies \ppea! it} 
The Increase During Last Cent aid of Polish Jewry. The 50,000 Shilling Fund was an achievement. of ing 4 
as en ury whi h the \ssor lation may be inti’ proud Mi ntion also made of 
Jews thoughout the world to-day number 16,291,000 as compared with ether bodies to whi THE Order is uffihated; the Board ot Deputies, with : 
an estimated 1.2 000) it} a according to a sumii ary of thie work of crave Te ponst bilities inf hy ration. 
C.-¥, ZEIT NG, of Berlin. Uhe rapid increase coincides with the emanci- represents the whole movement in the United Kimgdom Phe Order’ tt 
pation or the Jews in most Laropean countries and the growth of work also embraces the Club and Institut: uw ne MyuaArte! i the if 
industrialisation, it is declared, following a heavy decrease in the Jewish Jonathan and David Club and Institute m Manette Street, WUC; wine 
population in the previous twenty or Lwe nty five centuries, Since LSUO in the Provinees. the Seottyish Subsidiarv Grand Lodge and the Lancashire 
the general population of europe rose from beiow 190 millions to some Dist rict Council undertake a considerable tmeasure ol decentralisation. 
900 millions to-day, The summary shows that there were about three Membershiy on the ordinary side stands at 9.092, with Lodve funds eS 
Jdews per thousand in) al ut seven in and aly nit ioht in 1935. or 2% betwe i4 VOU at STiite 
cule. and investments of £78 of which £34.959 is held by the Ministry 
rhe Jewish population of Great Britain, according to the survey, is of Health 
40 000, The Jewish population of Germany as 100,000, compared RIAT Lopal Bre | pore at a Lite held iif 
with an estimated 550,000 at the time of Hlitler’s advent to power, Jews the Order's when. twenty, youn men were ittiited 
in Palestine numbered 395,000 in 1935, By continents, there were 9,756,000 in the presence of a large assembly fhe ceremony proved to be a unique 
/ Jews in Europe, including Turkey in Asia and Russia; 560,000 in Afvica; occasion in the history of the Lodge. . Bro. J. Solomon, Grand Secretary, 
‘4 936.000 in Asia: 5.031.00) in North and South Ame rica: and OO in accorded We to the ates of the 
F Australia and New Zealand was the Chairman’s enrolment of his four sons. Bros. J. Goldberg, Grand : 
| Master, A. Glensnick, L. L. Tobin, C. Pollock and Jatha addressed the 
Lone JEWIS > NICLE Ci aine 
Th La ndon yt wisi ( HRONIK LE can be obt uned from Association of Jewish Friendly Societies 
Foreign News Depot, Foreicn News Depot, al 
T Mr. Barnett Janner, President of the Association, presided At a 
imes Building, O33, fo ton Street, meeting of the Central Commuttee set up to carry out the plan of Jewish 
7th Avenue and 42nd Street, Brooklyn, detence, in co-operation with the Jewish Board of Deputies, and arrange- 
New ork City, N.Y New Y ork. ments were settled to the scheme Operation almost unmediately, 
American and Canadian readers can secure information as to Sub-committees were appointed to take over separate functions,  Volun- 
Rates of Subscriptions and Advertisements, etc., from the New York teers are urged t » communicate with Mr. Alfred D. Bermel, Camperdown 
Bureau: Suite 1,156, 11, West 42nd Street, New York City. House, Aldgate, E. | , 
Ihe following emergency resolution is on the agenda for the Annual 
— Conference of the Grand Order of Israel and Shield ot David: 


. ’ “That the Order is deeply relieved to hear that the Board of Deputies 
The Editor Ss Post-Bag intend immediatels to set In motion counter-propaganda against the dastardly 


and insidious anti-Jewish atacks which have wrown so rapidly of late. While 


> the Order considers that. this step is somewhat belated, they promise to give 
FOOTNOTE TO “A LONDON JEWISH PILGRIMAGE” the Board every support in any measures they think it right and proper to i. 
adopt. | 
candelabrum, in the shape of a tree. Each bough, heavily laden Jewry to organise the defence of the Community.” i] 
with fruit, is a receptacle for a candle. At the base are four figures: The Grand Order Sons of Jae sneer ved convened an or rgency Sone ' 
Britannia, menacingly brandishing her trident over the cowed figure Lodge meeting to consider 9 proposal for instituting a voluntary levy in 


. all lodges to provide funds for the Association's scheme. 
of Ignorance on one side; and the stately figure of Impartial Justice, : 


graciously receiving a Sheriff, on the other. This candelabrum, —— 
dated 1836, was a presentation to David Salomons, a Sheriff of —— 

London and Middlesex, by British Jewry. The description beneath ore © 


reads: “ Britannia overthrowing Ignorance; and Justice welcoming | 66 SIMON AR ZT »? 
the first Sheriff of the Hebrew persuasion. In this beleaguered = 
world of doubts and fears, I hope this aspect of Britannia will help EGYPT’S FINEST CIGARETTE 


to give more than a mere scintilla of renewed hope and strength to a 70 
Jewry, as it did to me.— KATHERINE NUDEL, Carmel, wv; Hungerford KAHN & KAHN, Ltd., SoleImporters, 17, Hanover Square, wi | 
Road, N.7. ‘Phone: MAYFAIR "4644. Agents required in Great Britain. 
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THE PALESTINE DISORDERS 


Reactions to Royal Commission 
ARAB AGITATORS DISAGREE 


Strike Leaders in Difficulties 


The publication in the ofticial communiqué broadcast by the 
Palestine Government of the Colomial Secretary's answers to questions 
in the House of Commons after his announcement concermng the 
Roval Commission has aroused considerable feeling im the Yishuv, 
which regards such an unprecedented act as a clear hint to the Arabs 
that there is hope for the suspension of immigration. The effect of 
the Colonial Secretary's answers is to contradict his own statement 
that there would be unrelenting resistance to violence. 

A meeting of the Arab Higher Committee, held on Saturday, broke 
up without arriving at any agreement regarding the attitude to be 
adopted towards the Royal Commission and the termination of the 
strike. One faction proposed the declaration of an armistice by 
stopping terrorism, to enable the Commission to begin work, whule 
the strike should be continued until the demand for a stoppage of 
Jewish immigration was met. The Mufti and others, however, opposed 
this proposal and demanded that the strike, too, should be stopped, 
as otherwise terrorism would still continue. The supporters of the 
original motion left the meeting after a heated exchange of words. 
In the earlier stages of the meeting, it. was decided to establish an 
office for the purpose of collecting Arab grievances to be submitted 
to the Commission. About seventy Arab leaders, mayors and members 
of the Higher Committee proceeded to Amman on Monday for a 
conference with the Emir Abdullah, who 1s anxious for them to reach 
a decision regarding the Royal Commussion and to end the terror and 
the strike, but he may possibly be defeated owing to the unwillingness 
of the Mufti’s party and the Nablus delegation to attend the conterence. 
Palcor understands that the Mufti has again received threats in writing 
that the members of the Arab Higher Comruttee would be killed if 
they consented to the cessation of the strike and the campaign of 
terrorism. 

The Chief Justice of Palestine, Sir Michael McDonnell, tn 
High Court, quashed the sentence of a collective fine of £1,000 umposed 
upon Gaza. The main argument that he advanced was that the 
Collective Fines Ordinance exceeded the powers of the High Com- 
nussioner. In consequence, an Extraordinary Gazette was issued by 
the Government containing a new Collective Fines Ordinance, accord- 
ing to which fines may be imposed by the Distnct Commussioner, or 
any person authorised by him, and all the fines imposed up to now are 
rendered legally valid. 

The Supreme Court has also issued a decree nisi calling on the 
Government to show cause why Hassan Sidki Dajani should not 
be released from the Sarafend concentration camp. 

Arab clerks of all municipalities, including Jerusalem, have sent 
a memorandum to the Government pledging their solidarity with the 
Arab demands. In this connection, it is interesting to note a.letter 
published mn the PaLestine Post on Tuesday, addressed by Mr. Daniel 
Auster, the Vice-Mayor of Jerusalem, to Dr. Khalidi, the Mayor, on 
July -24th, stating that a Committee of the Jerusalem municipality 
officials, with the assistance of the municipal lawyer, had drafted a 
memorandum to be signed by Arab officials of the Jerusalem and other 
municipalities in the country. The letter went on to say: “I éon- 
sider this a very serious offence. It is unbelievable that officials of 
the Municipal Corporation should participate in a political controversy 
and sign a memorandum to the Government directed against the 
interests of the majority of the city’s population, whose interests they 
are paid to serve.” 


The Councils of the Jewish settlements in Galilee, the Vale of 
Sharon and the Emek have sent a memorandum to all District Com- 
missioners expressing their lack of confidence in the Arab officials 
of the District Commissioner's offices, who signed the Arab memoran- 
dum to the High Commissioner, and their unwillingness to have any 
relations with these officials and clerks. The Jewish Agency has also 
sent a memorandum to the Government asking that these officials 
and clerks be replaced by Jewish clerks or by Arabs who have not 
signed the memorandum. 


The Terror Continues 
FURTHER CASES OF MURDER AND ARSON 


Two Jewish watchmen, Yeshua Zoller and Izchak Klishevsky 
were found shot dead on Saturday in the vicinity of Yokhneam, near 
Haifa. Both victims were under twenty-five years of age and ranked 
among the best watchmen in the country. They went off to their 
appointed task of watching in the groves, and, as they failed to 
return, a search was organised and their dead bodies were found. The 
head of one of them was horribly shattered, apparently by a dumdum 
bullet. Later, police dogs followed a trai! to a village near by, where 
three Arabs were arrested on suspicion of complicity in the murder. 
This followed upon the death of Yehiel Haimovitz, aged twenty-five, 
a driver by profession, who was on guard at Kibbutz Ramat Hakovesh, 
near Kfar Saba, and was wounded by Arabs on Friday last. He was 
taken to hospital at Tel-Aviv, where he died. He leaves two children. 
A statement issued by the settlers declares that “almost continuously 
for 100 nights shots have been fired at Kibbutz Ramat Hakovesh, yet 

urgent representations made to the Government that Miska 


the. 


Club.” 


(a neighbouring Arab village) harboured snipers, only to-day—after 
Haimovitz was killed-—was energetic action taken against the village. 
Tracks found leading to Miska resulted in numerous arrests of Arabs 
and the imposition of a collective fine, which was imtnediately collected 
in grain. 
~ Mr. Joseph Caleb, aged twenty-four, trom Bulgaria, was seriously 
wounded at Hatta on Saturday by an Arab. who fired two shots at him 
from a revolver. Mr. Caleb was walking with his wife in the Khalissa 
quarter, where they were met by two Arabs. one of whom whipped 
out a revolver and fired. Mr. Caleb, who received bullets in the 
shoulder and the stomach, was removed to the Hadassah hospital. 
The assailants escaped. Mordecai Liamado Was wounded on Monday 
at Tiberias bv Arabs. who attacked him while he was drinking from 
a public fountain. 
On Sunday, an Arab police officer, Mr. Achmed Naif, was shot 
dead, and a junior officer accompanying him was Seriously wounded, 
outside the Haifa mosque by Arab terrorists, who escaped. Mr. 
Naif, who was thirty-nine vears of age, had been a member of the 
police force for fourteen years. A leading crime investigator, he 


tracked down the Sheikh Kassem gang last November and the 
murderers of Jacoby at Nahalal. He was particularly successful in 


discovering arms among the Arabs, and was responsible for the arrest 
of four Arabs on Saturday. 

Considerable tension prevailed in Haita during his funeral. All 
the mosques had been closed by the extremusts, who attempted to 
prevent a funeral according to Moslem rites. The ceremony, however, 
passed off quietly. On the same day, Mendel Baranovsky, aged thirty- 
seven, a supernumerary constable at Kfar Etzion, in the Jerusalem 
district, was wounded by Arab shots while on duty. Two Arabs were 
arrested later in connection with the affair. 


Attacks on Police 


Last week-end, shots were fired at the Malmeh Israel settlement 
and at the Central Emek School at Kfar Yeladum. <A patrol of the 
York and Lancaster Regiment, on arriving at the scene, was also fired 
at. One officer and three soldiers were slightly wounded. Another 
soldier on patrol was wounded by an Arab gang near the village of 
Mugar, in the southern district. The patrol returned the fire, killing 
one Arab and wounding another. Two policemen of a patrol were fired 
on near Gedera by a gang of thirty armed Arabs. Reinforcements of 
troops were rushed to the scene and repulsed the attackers, who 
suffered heavy casualties. One wounded Arab was found with a riffle. 
A police mspector was fired at by ar Arab sniper near Beisan. He 
returned the fire, killing his assailant. 

A bomb was thrown at the house of an Arab officer of the Trans- 
jordan Legion nm Amman. The thrower was arrested; he confessed, 
declaring that he had acted on the instructions of the “Extremist 
The leaders of this club were thereupon arrested and will be 
exiled to Akaba. Another bornb exploded im the Hatikvah quarter, 
shightly damaging the walls of several houses. Two Arabs were 
arrested, 

Tiberias has quietened down since the stone throwing reported last 
week. Mr. Blackbourne, the District Commissioner of Nazareth, has 
stated that he will make himself personally responsible for Jews 
returning to the old city in Tiberias (a large number left that part of 
the town during the moting). Fifteen Jews and six Arabs who were 
arrested on various charges during the rioting have been released on 
bail. 

Mr. Abraham Rotman, of Kfar Saba, has been arrested in 
connection with the finding of a wounded Arab in the locality. 

4,000 trees were burnt down in the Keren Kayemeth wood at 
Kiar Hachoresh. The pumping station of the Palestine Potash 
Company, on the shore of the Dead Sea, was set on fire last Friday 
by three Arabs, who stabbed the Arab guard. Work was not stopped 
by the damage. The Lraq Petroleum pipe-line has again been damaged 
by Arabs. Dynamite was used by troops to demolish hiding places 
in caves in the Judean hills near Bab-el-Wad, which was the scene of 
a pitched battle between military forces and Arabs recently 


More Arabs Arrested and Sentenced 


Ten Arabs were arrested at Acre in connection with a bomb 
explosion at the Camel Caravanserai. Attempts to purchase ammuni- 
tion from British soldiers were discovered this morning near Nablus, 
where,an Arab was arrested for approaching soldiers for the purpose, 
It is believed that he was acting as an agent for terrorists. 

The murderer of Mr. Izchak Frenkel, who was killed in Jaffa on 
April 19th, was identified by three clerks of the Ang!o-Palestine Bank 
in Jaffa, who were eye-witnesses of the murder. The murderer, an 
Arab porter, was arrested. The Court of Appeal of Jerusalem con- 
firmed the sentence of fifteen years’ imprisonment on Salleh Hussein, 
who killed Eliezer Bichutzki on April 19th in Jaffa. He is the first 
murderer who has been convicted since the beginning of the disorders. 
A British judge at Haifa sentenced Hassan Sadjer to twelve years’ 
hard labour for wounding Mr. Berkowitz at Acre on May 25th. An 
identification parade was held in Jerusalem in connection with the 
murders committed outside the Edison Cinema on May 16th. Two 
Arabs who were found in possession of revolvers whose bullets 
resembled those extracted from the. victims were included in the 
parade. Four Jews assisted at the parade and identified one of the 

During the past few days, a large number of Arab agitators have 
been interned in the concentration camp at Sarafénd. Three members 
of the Jerusalem Strike Committee have been banished. Several 
cases of Arabs in possession of firearms were brought before Judge 
Copland in the Jaffa Court. One Arab was sentenced to six years” 
unprisonment for being in possession of a bomb, a second Arab to eight 


years for possessing two bombs and a third to eight years for setting 
fire to a hay field in Herzlia. | 
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What Does the Strike Amount to ? 


Arab Agitators Utterly Unrepresentative 
Disorders the Product of Incapable Government 


COUNTRY BULLIED BY A FEW GUNMEN 
[From our } 


The obvious question that arises in the fourth month of dis- 
turbances in Palestine is to what extent the Arab strike is genuinely 
participated in by the population at large, or whether, knowing 1s 
all do the political artfulness of the Arab leaders, the whole thing is not 
actually a fiction. The only outward signs of an Arab strike at 
present are the closed shops and shuttered establishments in the 
commercial quarters. Yet many of the shopkeepers ply their business 
furtively from back doors or in their houses, counting upon the loyalty 
of their previous clientele to support them; for otherwise how would 
people, however patriotic and ardent, be able to live? The hawkers 
ply more openly in the streets, at the risk, it is true, of being attacked 
by rowdies and hirelings of the Strike Committees (no less effective 
in the towns than in the hills, and usually carrying illicit arms), but 
nevertheless they sell their sweets, cakes, lemonade and cigarettes. 

It is a further sign of the hypocrisy of the Arab leaders that most 
of them who have private cars have not allowed their drivers to 
join the transport stmkers. Ragheb Bey Nashashibi and Haj Amin Al 
Husseini are to be seen in their luxurious cars quite frequently in the 
streets of Jerusalem, as also are some of the lesser fry among the 
leaders. Others hire cars, for it is easier to get about that way. Yet 
they deny the public ommbus services to the Arab public, which must 
needs walk. 

A number of the leaders are lawyers. They have not doffed their 
robes and wigs for a moment since the beginning of the strike. Their 
income has increased, if anything, owing to the abundance of cases, 
and few of them have risen to the patriotic impulse of representing 
chents without payment. A curious case occurred in this connection 
when Abdul Latif Bey Salah, a lawyer of Nablus and leader of the. 
Nationalist Bloc there, sent a letter to the District Court in Jerusalem 
stating that he was 1l (and enclosing a medical ‘certificate) when 
required to appear in defence of an Arab villager charged with murder 
committed before the present disturbances. Upon receiving the letter, 
the President of the Court (Judge Plunkett) appointed another Arab 
advocate to represent the accused, and the tnal proceeded. Informed 
by telephone of what had occurred, Abdul Latif Saleh appeared from 
Nablus within an hour-and-a-half and assumed charge of the case. 

The point is that Abdul Latif Saleh feigned illness to cover his 
“nationalism.” He only attended when he felt that his professional 
interests might be prejudiced. But he was rebuked by the Court, 
which stated that medical certificates falsely submitted in this way 
would not be accepted at their face value in future. It was one of 
theafew attempts by Arab lawyers to enforce the stnke. 


in Government Works 


None of the Arabs in the employ of the Government have gone 
on strike. The Arab civil servants compromised upon a somewhat 
inappropriate memorandum setting forth their views, and the jJumor 
officials are now to follow suit in the same way; policemen, postmen, 
railwaymen, harbour workers and gangers in the Public Works Depart- 
ment service have continued as though nothing had happened—and 
their number runs into several thousands. Although Jaffa port has 
been shut since April 19th, and is likely to remain so even after the 
disturbances are over, Haifa Harbour has been working the whole time, 
and has kept open the country’s communications and foreign trade. 
Nearly 1,500 men are employed in the Haifa Harbour. 

There has been no strike in the so-called “international” enter- 
prises. Arabs have continued to work in the Iraq Petroleum 
Company's enterprise, the Shell Oil and Socony-Vacuum plants and 
the Palestine Potash Works at the northern and southern ends of 
the Dead Sea (the latter, of course, a mainly Jewish undertaking). 
There are also Arabs in permanent and casual employment by Arab 
municipalities who have not gone. into enforced idleness. 

In the villages it js in any event the “idle” agricultural season, 
the slack time between the summer and autumn ploughing. That 
is probably why so many of the younger villagers, finding little on 
hand, go into the hills as armed bands to harass the troops, with 
fatal results to themselves—nearly fifty Arabs were killed in the course 
of two days (July 27th and 29th) for opposing the military forces. But 
when the orange export season comes round again, most of the 
terrorists will find their way back to work, unless the Arab leaders 
are intent upon the complete wrecking of their people's livelihood. 


Few Out of Work 


To sum up, therefore, it is obvious that the bulk of the Arab 
population is at work and the remainder would go back to normal 
conditions if they were allowed to do so. A few unfortunate shop- 
keepers, drivers and others—not more than four or five thousand out 
of an Arab population of 800,000—can really be said to have joined 
the strike willingly, for political reasons. Others have been cowed. No 
objective observer will quarrel with the veracity of this estimate. It 
is a true picture of the situation. And it brings one back to the 
original premise that the Arab leaders are bolstering up a desperate 
and unsuccessful enterprise for the sake of their personal prestige. 
They know quite well that they are playing a losing game—that the 
decimation of their countrymen in the hills cannot go on for ever, 
that their own people will rise against them aghast at the senseless 
slaughter. Then what is their object? Is it to intimidate the Govern- 
ment, which, in spite of their vainglorious boast of an indefinite strike 
(now in its “second hundred days”), they know they have failed to 
do hitherto? | 

British partisans of the Arabs in London have been given an 
entirely wrong analysis of the situation. They have been shown an 
unhappy people smarting under a sense of injustice and a conviction 


of being dealt with unrighteously, fighting for national existence. It 
is a false picture. The majority of the Arabs are perfectly contented 
with the better conditions introduced by Jewish diligence and capital 
investment; they have been in amicable relationship with the Jewish 
population; and the only ones who are fighting happen to be a few 
hundred young bloods with a zest for adventure, whose passions the 
leaders and agitators have unscrupulously and cunningly exploited. 


Acid Test of Government Inefficiency 


‘Col. Wedgwood’s question in the House of Commons last week 
as to why the Arab Committee in Jerusalem had not been suppressed 
or deported is probably one of the few really pertinent contributions 
that have been offered to an elucidation of the present troubled and 
wholly artificial situation in Palestine. Would that the Powers-that-Be 
had adopted as sane and as pertinent a view point from the beginning! 
The scotching of a great deal of the agitation and bombast in the 
third week of April would have avoided the murder and death of 
nearly sixty Jews, some 200 Arabs and at least ten Englishmen. 


Questions in Parliament 


Immigration and the Commission 
NO FURTHER ASSURANCE 


In the House of Commons last week, Sir Nicholas Grattan- 
Doyle asked the Colonial Secretary whether he could give an 
assurance that there would be no restriction of Jewish immigration 
into Palestine pending the investigation and Report of the Royal 
Commission. 

Mr. Ormsby-Gore: I would invite the attention of my honorable 
friend to the full reply which I gave on the 22nd of July, to which I 
have nothing to add. 

Commander Locker-Lampson asked if it was not the fact that 
Arab troubles were largely subsidised from outside and would the 
Minister in no case take marching orders from the castor oil king of 
Italy ? 

There was no answer. 

Mr. Wedgwood (Lab., Newcastle-under-Lyme) asked the Colonial 
Secretary how many Jews were now in prison in Palestine as illegal 
immigrants, either awaiting trial or deportation or serving sentence; 
and whether, in view of the present situation in Palestine, those 
loyal elements might be set at liberty. 

Mr. Ormsby Gore replied: I have no information to show that 
there are any such persons as suggested in the first part of the 
question, but lam asking the High Commissioner for the information. 

Mr. Wedgwood having asked the Colonial Secretary if he would 
state the number of Arabs and of Jews serving on the railways, 
including the railway along the Emek, both before the troubles and 
now, during the so-called Arab strike. 

Mr. Ormsby Gore said he would ask the High Commissioner for 
the figures for which the Right Honourable Member bad asked. 

In reply to a further question by Mr. Wedgwood, Mr. Ormsby- 
Gore stated that the strength of the Palestine police on the 3ist 
December last was: British 746, Arabs 1,465, Jews 365. 

Since that date the approved establishment of Palestinians had 
been increased by over 200 and that of British police by over 150. In 
addition, more than 2,000 supernumerary police had been enlisted, 
partly for close. defence of Jewish settlements, thereby releasing 
regular police and troops for more active duties. The wages of some 
of these were paid by the communities concerned. He understood 
that the supernumerary police were armed with various weapons, 
but had no details as to the equipment of any particular numbers. 


Impartiality of the Administration 


An M.P.’'s Challenge 


From Mr. MARCUS LIPTON 
To the Editor of Tus Jewisn CHRONICLE 


Sirn,—Many who are interested in the development of the Jewish 
National Horm. in Palestine have suspected for some time that official 
circles in that country have not shown undue fnendliness towards Ziontst 
aspirations. Confirmation of this disquieting state of aflairs 1s afforded 
by Mr. Anthony Crossley, M.P., who is apparently the prime mover in 
attempting to form a pro-Arab group among Members of the House 
of Commons. 

At a meeting held in London on June 23rd last, attended by the 
Palestine Arab delegation at present visiting this country, Mr. Crossley 
is reported to have complained that the Arab case had been unrepresented 
and misrepresented, ‘‘despite the fact that the Arabs had the sympathy 
of the majority of British civil servants in Palestine.’’ 

Zionists who have faith in the undertaking by Great Britain of the 
Mandate for -Palestine are entitled, at the very least, to expect 
impartiality and fair play on the part of the Palestine Administration 
rather than the antagonism which Mr. Crossley’s statement would clearly 
appear to indicate. 

It will be of interest to know whether Mr. Crossley can amplify and 
verify the statement I have referred to, which, if true, would demon- 
strate the unfitness of those officially entrusted with the task of facilitating 
the development of the Jewish National Home. 


I am, &c., 
MARCUS LIPTON. 


Gray’s Inn, W.C. 


For Bookings to All Parts of the World. 


write or telephone to 


PALESTINE EXPRESS Co., Ltd. 


222, SHAFTESBURY AVENUE, 
London, W.C.2. Tel.: TEMple Bar 5374/5575. 
| SPECIAL RATES FOR STUDENTS TRAVELLING TO PALESTINE. 
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Keep 


The Essentials of 


Complexion Care 


HELEN HATHAWAY 


HEN we are away on holiday amidst fresh 

air and sunshine it is usually easy to 

distinguish between newcomers and those 

who have been some little time in the 

health-giving surroundings. Of course, it 
should be eusy; all the advantages should be dis- 
played by those who have had the benefits of air 
and sun. We all know the typical holiday girl of the 
advertisements and magazine stories, with her richly 
sun-tanned skin, radiant with the additional beauty 
of increased healthfulness. To use the poets phrase, 
she should be © black but very comely.” 

But now let us come down to blunt, hard reality: 
and we shall have to admit that at any holiday resort 
where we use our eyes, what in some respects would 
appear the very reverse often seems to be the case. It 
is the newly arrived women who often reveal an air of 
well-groomed loveliness, with very little outward 
signs of the fatigue of a hard year’s work, and the 
effects of life in stuffy smoky towns: while the 
holiday-makers of even a short period, look tousled 
and unkempt by comparison. Complexions that 
started in good order quickly degenerate and become 


Superfluous Hair 


L U S A 


Guaranteed Pure and Safe Remover 5/- A Carton 
Highly Recommended by the Medical Profession 


By appointment only. 65, Conduit Street, W.1. "Phone: Regent 1453 
Thursday from 10 a.m. to 4 p.m., and at 
6, Henry Road, Finsbury Park, N.4. ‘Phone: Stamford Hill 3591 
Monday, Tuesday, Wednesday, Thursday, from 6 p.m. 


‘PILUSSA” is obtainable at all the above addresses and at Boots Cash Chemists 
(all branches). WRITE FOR FREE BOOKLET, 6, HENRY ROAD, N.4 


The Jewish Chronicle 


COOKERY 
BOOK 


Compiled by Mrs. L. J. Greenberg. 


B/G 


or 3/11 By Post from the Publishers, “The Jewish 
: Chronicle,” 47-49, Moor Lane, London, -E.C.2. 


The Jewish Chronicle, August 7th, 1936 


Healthy Skin 


blotchy, while sun-burn plays havoc with the good looks 
of the girl who fondly sought to tan herself towards a 
new and exciting beauty. The hard trath ts that if we 
would improve our good looks on holiday, we must also 
continue our care of and consideration for the com- 


plexions we wish to maintain. 


It is quite fatal to imagine that we can give 
ourselves a holiday from looking after our skins, 


however creat 


temptation to for- 


get all such bothersome cares for the 
duration.” If we do they will not fail to 
remind us, often 
in an embarrassing manner, of our neglect, 
Properly employed, sunshine and fresh air 
are definite aids to beauty. But they must 
be accompanied by a judicious understand- 
ing of the needs of our skins under just 
those excellent but to us unusualconditions, 


SUN BATHE BY SLOW DEGREES 


Sun bathing must always be indulged 
in by very slow degrees. The girl whose 


a painful and always 


skin has been pro- 
tected from the sun 
by layers of soot-laden 
atmosphere during 
the year will need to 
begin very cautiously 
to expose herself to 
the unscreened rays 
of the sun by the sea, 
She will need to regu- 


late her actual sun-baths to a few minutes to begin with, and to 
protect her skin by the use of a really good powder base, from the 
very beginning of her holiday. One of the most common errors 
is the use of oils and grease as a protection from sun-burn. It 
is true, these can and often do soothe an already damaged skin 
if they are applied at night-time. _ But they should never be used, 
as one so often sees, when there is any possibility of the heat of 
the sun's rays playing on tothem. Because most oils produce 


a higher temperature than water. So 
that the natural moisture of the skin 
which would otherwise act as a 
cooling agent, is prevented from 
functioning in this beneficial manne 
when oils are applied. Instead, the 
whole of the surface exposed to the 
sun is doubly heated—from without 
and within—and. in consequence 
burns more painfully and more dis- 
astrously than ever. After all, sun- 
burn is a condition which is similar 
to any other kind of burn. The skin 
affected is liable to infections from 
the atmosphere, and the application 
of oils or grease which collect dust 
and dirt only complicates matters 
still further. 

If you have been careless enough 
to get yourself burnt, apply an anti- 
septic lotion such as calamine, which 
is prepared nowadays in many forms 
by all chemists. The result will not 
be exactly beautifying, but you must 
temporarily put up with the dabs of 
whitish pinkish powder that 
will cool your burns and pro- 
tect your skin from further 
trouble. During your holidays 
when you expose your skin to 
sun and air it is wisest not 
to wash your face with water, 
even if you are accustomed 
to doing so at other times. 
Instead, cleanse the skin 
with a reliable cleansing milk 
at night, and again in the 
morning, afterwards patting 
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in a lotion with astringent properties. This will stimulate | 
the pores and make them react more readily to the tonic | 
| 
| 


THE JEWISH CHRONICLE 


action of the air and sunshine. | 
When you have been some little time at the seaside and have 
acclimatised yourself to the conditions, you can sun-bathe with | 
very great advantage always supposing that you are lucky enough | 
to be taking a holiday when the sun is not. In order to obtain the. | 
very best results from sun-bathing, prepare your face, neck and | 
arms by rubbing into them a good sun-tanning lotion. The | 
constituents of such a lotion, it is true, include a proportion | 
of almond oil. But I am assuming that you | 


Prenty of hot water whenever 


tere are sun-bathing 
after acclimatisation as I have described, when it can be enjoyed 


| it — thanks Publi 

-with only good results. You have noabrasions from sunburn and are we want it x an to were 
sufficiently used to the climate and the fresh air. In these circum. | 
stances the application of such a lotion, which should be well rubbed | ’ 
into the skin, can have nothing but good effects. The properties | Servant No. I 
of almond oil are very well known and recognised for the manner | 
in which they feed the oil glands of the skin. Your skin will not 
wrinkle or harden with the sun if you prepare it in this manner. 
It will tan evenly and smoothly and retain its satin softness. 

The hands are very often neglected by those same women on 
holiday, who are most scrupulous about their manicure when in 
town. Sind and beach are coarsening agents, and it is wisest to 
apply band lotions and to cream your cuticles carefully before 
rstiring at night. A holiday to be really successful must not land 
you with whole weeks of complexion problems after your return to 
town. You should aim at returning home looking welland beautiful, | 
with an increased personal vitality reflected in your face. With | 
adequate care and the use of a little consideration you can achieve 
these ideals. 

Don't forget that different types of air very often modify your 
accustomed digestive propensities. Foods that have always agreed 
with you in town, may suddenly have disagreeable effects for no 
other reason than that your digestive system has undergone a 
renovating process and is not yet ready to deal with them. Ezat 
adequately but avoid over«atinz, especially the richer and more 
highly seasoned types of food. Drink plenty of water and eat fruit 
as often and asin as large quantities as your pocket will permit. Sun- 
shine inside you is just as important as sunshine outside, and the 
assimilation into your system of the stored-up sun in fruit will belp 
your external appearance to benefit more certainly from the sun 
that shines on your holiday complexion. 

If you would like to have the names of any of the lotions or 
creams I have mentioned please write to me, c o The Home Page, 
JEWISH CHRONICLE, 47, Moor Lane, and send a stamped addressed 
envelope please! 


MANNEQUIN PARADE AT MARSHALL'S | 


On Tuesday, Wednesday, Thursday and Friday next week there will 
be held a Mannequin Parade at Messrs. Marshall and Snelgrove at 3 p.m. 
each day. This Fashion Parade has been arranged so as to coincide with 
the opening in Paris of the Autumn Expositions. Admission is by ticket, | 
for which you can apply stating the number of seats you require and the | 
day on which you wish to attend. 


TewisH COOKERY 


<--— 


Rhubarb 
Rhubarb Meringue 


Rhubarb, 1 Ib. Water, 1 gill. : if 
Sugar, 4 ozs. Stale sponge or plain cake. | 
Whites of 2 eggs. Grated lemon rind. 


Wire the rhubarb and cut it into one-inch lengths. Put the sugar | 
and water and the grated mnd of half-a-lemon into a saucepan, stir | 
until the sugar has melted, then boil to a syrup. Put in the rhubarb and 
sunmer gently until the rhubarb is soft but not broken. | 

Line a fireproof dish with slices of stale sponge cake, pour over the | 
rhubarb and bake in a moderate oven for twenty minutes. Whip the 
egg whites to a stiff froth, fold in a tablespoonful of castor sugar, heap 
up over the pudding, sprinkle with sugar and return to the oven until 
the meringue is set and lightly browned. 


Rhubarb Jam 


Rhubarb, 34 Ibs. (after trimming). Preserving sugar, 4 ibs. 
Crystallised ginger, 6 0z3. Dried apricots, Ib. 
Water, 4 pint. 


Cur the rhubarb into half-inch lengths, put in a bow! with the 
ginger, chopped finely, and the sugar; leave till next day. Wash the 
dried apricots, cut into quarters, pour the water over and also leave . . Via 
till next day. Put all ingredients into a preserving pan, bring slowly never lets you down — gives you more time oO ! 
to the boil and boil steadily for one hour, keeping well stirred. 

Store in a cool dry place. 


' Write for this FREE Cookery Book. 120 ‘family recipes’ 


for all your favourite dishes, with the easiest 
Spreap thickly the inside of a pudding basin with equal quantities a standard reference book f your f ’ 


of dripping and brown sugar. and best way of doing them — free : Post to the British cata 

Make a suet crust with 4 ozs. of shredded suet, 8 ozs. of flour and Association,Dept. 8, 28 Grosvenor Gar - 
half-a-teaspoonful of baking powder. Mix to a stiff paste with cold London, S.W.1 (4d. stamp), or ask your toc 
ties gas showrooms for a copy. 

Turn on to a floured board and roll out. Cut off a piece for the 
top and line the basin with the remainder. Fill up with cut-up rhubarb, 
add a little grated lemon rind, sugar to taste and three tablespoonfuls of 
water. Cover with pastry and press the edges together. Cover with 
greased paper and bake in a moderate oven for about one-and-a-half 
hours. Turn out on to a hot dish. 


- 


Spiced Rhubarb 
Rhubarb, 24 lbs. Ground cinnamon, 1 teaspoonful. 
Sugar, 2 lbs. Ground c!oves, 4 teaspoonful. 
Vinegar, 14 gills. 
Sxin and cut up the rhubarb into one-inch lengths. Put all 
ingredients together in a preserving pan and cook gently till it gets like 
thick marmalade. Turn into warm dry jars and tie down when cold, 
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ARANDORA 
STAR 


The World's 
Most Delightful 
Cruising Liner 


GLORIOUS 


AUTUMN CRUISES 


SEPT. 5 for 23 DAYS 


Tunisia, Rhodes, Dardanelles, Constantinople, Athens. 
Phillipeville and Lisbon. 


FROM 40 GNS. 
SEPT. 29 for 31 DAYS 


Balearic Islands, Nice and Monte Carlo, Athens, 
Gallipoli, Dardanelles, Constantinople, Cyprus, Syria, 
Holy Land, Cairo, Algeria and Lisbon. 

FROM 54 GNS. 


OCT. 31 for 21 DAYS 
MIDSUMMER IN AUTUMN 


Madeira, Las Palmas, Dakar, Sierra Leone, Teneriffe. 
Casablanca. 


FROM 35 GNS. 


Arandora Star passengers always 

return full of praise for the beauty 

and romance of these wonderful 
CrULsES. 


BLUE STAR 
LINE 


3, Lower Regent St., London, $.W.1. Whitehal 
2266. Liverpool, Birmingham, Manchester and 
Agencies. 


. 


QUEEN MARY 
Round Trip to America £37 . 5 . () 


including 4-day stay for 
THE ORGAN ISERS OF THE HOLLYWOOD TOUR, 
P.O.L. TRAVEL SERVICE 
25 


>» HART STREET, LONDON, W.C.1. 
Holborn 1193/4 


Through Levene’s Travel Agency Ltd. 
Palestine from America & Canada from £,.16:0:0 


4:12:0 
Excursions to South Africa (Cape Town) from £30: 0:0 


62, OXFORD STREET, W.1 Telephone : Museum 4169 


Delightful One Day Cruises 
‘EAGLE’ STEAMERS 


(DAILY EXCEPT FRIDAYS) 
from TOWER, GREENWICH and NORTH WOOLWICH PIERS 


SOUTHEND, CLACTON, WALTON, MARGATE & RAMSGATE. 


Cheap day return tickets are issued by all “EAGLE” steam 
ers 
Mondays, Tuesdays, Wednesdays and Thursdays. For particulars ‘at 
period return fares and full information, apply 


G.S.N. Co., Ltd., 15, TRINITY SQUARE. LONDON, E.C.3. 


Travel Notes and News 


By “GREEN FLAG” 
A SEPTEMBER CRUISE 
Answering an enquiry from a reader, I cordially recommended the 
September cruise -of the palatial Bioe Star liner **Arandora Star’’—a 
favourite cruising vessel with the Jewish people—which leaves these shores 
on September Oth for a twenty-three day run to Tunisia, Rhodes, 
Dardanelles, Constantinople, Athens, Phillipville and Lasbon, at fares 
from forty guineas. A postcard to the Blue Star people at 3, Lower 
Regent Street, S.W.1, will bring you a pictornal brochure appertaining 
to this splendid cruise by return. 


THE RECORD-BREAKING ‘‘ QUEEN MARY": 

A Correspondent writes : | 

‘ The beautiful Synagogue on board the **‘ Queen Mary ”’ (which has 
broken the record for the East to West crossing of the Atlantic) was a 
source of delight to the many Jewish passengers who travelled in the 
mammoth liner on her last voyage from New York. The Fnday evening 
Service was most impressive, and it was with difficulty that those who 
desired to be present could be accommodated. The Service was beauti- 
fully rendered by Mr. Norton Katzman, of Montreal, Canada, a young 
man who is proceeding to Brussels to study music at the Conservatoire im 
the Belgiaff capital. On Sabbath morning, the Synagogue was again filled 
to capacity. Mr. Katzman again officiated, and Mr. Louis Cohen, of 
Jacksonville, Florida, a delegate to the World Jewish Congress at Geneva, 
was the Baal Koreh. Mr. Isaac Wolfson read the Haftara. The arrange- 
ments were, as usual, carried out by the Jewish Supervisor, Mr. David 
Jachimowitz, in a most satisfactory and conscientious manner, which 
earned the appreciation of all the Jewish passengers. The food prepared 
by Mr. Nicholas Field, the Jewish chef, was of a very high standard, and 
was greatly enjoved.”’ 

Another tnbute to the ‘“‘Queen Mary’s’’ Jewish arrangements is 
contained in an article by Mr. Derek M. King in a Birmingham magazine, 
the Birnmincuam Jewisu Recorper. Mr. King observes, in the course 
of his “‘Diary’’ of the maiden voyage of the vessel : 

‘Saturday. May 30th.—Went to Shool this morning. It is wonder- 
ful to be able to go to a real Synagogue in mid-Atlantic. Sir Edgar 
Britten honoured us by attending the Service and receiving a special 
address dedicated by the Chief Rabbi to the ship. . Saturday. June 
6th.—Went to Shool in the morning and had the privilege of being ‘called 
up.’ am proud of this.” 


PALESTINE—REDUCED RATES FOR STUDENTS 

Reports which are reaching the Palestine Express Company from its 
various branches abroad, prove that despite recent events in Palestine, 
tourist traffic to that country is continuing its normal course. In par- 
ticular, students, in good numbers, are taking advantage of the summer 
vacation to travel to Palestiné. Some of them are utilising the special 
concessions which are granted to students, to visit Palestine for the first 
time. Others, mainly Palestinians completing their studies in Europe, 
are returning to spend the vacation im their own country. In England 
particularly, a large number of Palestiman students will be travelling to 
Palestine during the next few weeks. All students attending unrversity 
courses m this country can travel at rates which have been specially 
reduced for them. I advise any student who wants to have a thoroughly 
interesting holiday im Palestine at the lowest rates to apply at once to 
the Palestine Express Co., Ltd., 222, Shaftesbury Avenue, London, W.C.2. 


DR. CECIL ROTH ON MALTA, BARCELONA AND LISBON 

Dr. Cecil Roth, the well-known Jewish historian and traveller, writes: 

‘* There is a Irttle more of Jewish interest in Malta than my friend 
‘Green Flag’ suggests. There are Jewish catacombs from classical 
times, in one of which a Menorah and fragmentary inscriptions have been 
discovered; a medieval tombstone in the Roman Villa “iuseum: the 
eighteenth-century cemetery, purchased by the community of Leghorn 
for the use of the Jewish slaves of the Knights of St. John: and ths 
Inquisitors’ Palace, recently restored. However, I wouldn't suggest that 
this would justify a particularly long stay in Malta, astonishingly interest- 
ing though it is. There are some extraordinarily interesting medieval 


TWO TRIBUTES 
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(Left)—The Ark of the Malta Synagogue, the exterior of which is seen 
on the nght. Caronicie Photos. 


Jewish tombstones in Barcelona, in the courtyard of the Archeological 
Museum, as well as some fragments in the wall of a neighbouring éhurch ; 
and there are remains of the old Jewry (including its wall and fragments 
of the Synagogue) in the Calle del Call. old cemetery was on 
Monjuich (Jews’ Mount). The medieval Jewish quarter, at Lisbon, in the 
Rua dos Fanqueiros da Alfama, is well worth a visit. There is a most 
interesting lection of ancient tombstones and synag inscriptions 
in the Museo do Carmo, on top of the hill. Inquisitional reminiscences 
are everywhere. The great square facing the sea, at which one lands, 
was the site of the quemadero, where secret Jews were burned. The 
‘Opera House stands on the site of the Inquisition Palace, and the autos 
were held in the little church just, behind it.”’ 
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Provincial News 


MANCHESTER 


—~>— 
Visitation Board and Communal Council 


A SETTLEMENT OF DIFFERENCES 
[From our Correspondent | 


The differences between the Hebrew Visitation Board and the 
Council of Manchester and Salford Jews. on the question of visiting of 
the hospitals, have been composed. It was stated on authority that 
the main clauses of agreement reached between the deputation of the 
Visitation Board and the Council Executive were that the reports on 
visiting asked for from all institutions and hospitals by the Council 
would be sent direct to the Board instead of to the Council in future, 
and the institutions have been advised by the Council accordingly. 
The Communal Council had agreed to send three delegates to represent 
them on the Visitation Board. In addition, new Visitors had been 
appointed in the place of those Ministers who had resigned. 

A meeting of the Visitation Board was held at the Great Synagogue 
Chambers, Cheetham Hill Road, last week. The Rev. J. Phillips, who 
presided, reported on the meeting of the Board’s delegates with the 
Executive of the Communal Council to discuss the outstanding 
differences. A _ settlement (as outlined above), he said, had been 
reached in the most amicable spirit and complete accord. It had been 
agreed also that all hospital complaints, from whatever source, should 
first of all be sent direct to the Visitation Board. The scheme of 
re-organisation of the system of visiting, which the authorised deputa- 
tion had submitted, had been entirely approved by the Council, con- 
cluded the Chairman. 

Letters of resignation were read from Rabbis Dr. H. Freedman and 
S. M. Lehrman and the Revs. Dr. I. W. Slotki and L. Weiwow, and 
accepted with regret. Re-organisation, as recommended at a special 
meeting earlier of the delegates, was discussed, and the recommenda- 
tions put forward were unanunously accepted. It was further decided 
to re-allocate those institutions that no longer had official visitors, and 
to notify the institutions of the changes. The new appointments are as 
follows: the Revs. L. Israel, Salford Royal Hospital and the David 
Lewis Epileptic Colony; Moses Besso, Homes for Aged, Needy and 
Incurable Jews; A. Susman, Bowdon Consurmptive Hospital; L. Glick- 
man, St. Mary’s Hospital; I. Siroto, Christre Cancer Hospital; Rabbi I. 
Golditch, Hope Hospital and the Greengate Fresh-Air Home, and the 
Ciuld.en’s Hospital Pendlebury ; Méssrs. D. Freedman, County Mental 
Hospital, Prestwich; I. Apfelbaum, Roby Street Branch of the Royal 
Infirmary. 7 

Votes of thanks to the Chairman and to Rabbi I. Abrahams were 
passed for the assistance they had given in thé negotiations with the 

‘ouncil and the re-organisation. 


Jewish Ex-Servicemen of the British Legion 


‘ol. Crosfield, one of the originators of the British Legion and a 
life member of the National Executive Council, addressed the Sydney 
Frankenburg Branch of the Legion on Sunday, at the headquarters of 
the Brancli, Park Street, Cheetham. Major Neville Blond presided. 
Col. Crosfield expressed the regret of Major Fetherstone-Godley, the 
National Chairman, who was to have been the speaker, but in whose 
unavoidable absence he himself had come to speak on the cause of the 
“ talking-out ” of a resolution submitted by the Branch to the British 
Legion Annual Conference.. The resolution was as follows: , 

“That whilst anxious that any step designed to promote international 
goodwill and understanding between ex-enemy countries should be strongly 
supported, this Conference desires that opportunity shall always be taken to 
express the spirit inherent in our Charter that discrimination against ex- 
Servicemen, on the ground of politics, race or creed, is to be deplored.” 

This resolution, said the Colonel, was extraordinanly well worded 
and a good one, and all the members of the Sydney Frankenburg 
Branch would have been very much astonished and grieved that it 
was not passed at the Annual Conferénce. He thought he could assure 
them, however, that the resolution would appear on the agenda of their 
next. Conference, and every member of the National Executive Council 
hoped that it would get through. 

A vote of thanks to Col. Crosfie'd was moved by Mr. I. Gilbert, 
D.C.M., Chairman of the Branch, seconded by Mr. 8. Cohen, a Vice- 
President, and supported by Mr. J. White, V.C. 

At the Annual Drumhead Service of the Marple Branch of the 
British Legion recently, Mr. Sydney Cohen, a Vice-President of the 
Sydney Frankenburg Branch, delivered an address. 


Among those who attended the Mayoral Garden Party at Buile Hill 
Park, Salford, last week, were Councillor 8. Taylor, J.P. (Chairman of the 
Farnworth Urban District Council), Major E. C. Q. Henriques, J.P., Mr. 
S. H. Stemart, J.P., and the Rev. Dr. I. W. Slotki. 

The Provincial Units of the Jewish Lads’ Brigade (Manchester, 
Birmingham and Glasgow), who, as stated in our last issue, are in camp 
at St. Anne’s-on-Sea, marched to the local Cenotaph on Monday, and 
placed a wreath. The Mayor and Council of the Borough accorded an 
official welcome to the Brigade. The Mayor said that it afforded great 

leasure to himself and his colleagues to welcome once again the J.L.B. to 
t. Anne’s. Various items of interest have been arranged for the benefit of 
the Cadets, including inter-company sports, visits to cinemas, etc. 


LEEDS 


Communal Unification 
[From our Correspondent | 


Local communal workers are looking forward with some expect- 
ancy to the approach of the Festivals, which marks the beginning 
of a new intensive period of activity. Not so many years ago, the Leeds 
Community practically consisted of a congeries of insignificant and 
disunited Chevras, without the faintest perception of what a Jewish 
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strides in the way of progress, particularly seeing that it has developed 
into the Umted Hebrew Congregation, it cannot be said that its 
leaders have yet succeeded in adequately impressing all the other 
small congregations with higher ideas of what their communal 
obligations are. 

The Umted Hebrew Congregation has achieved much in the 
creation of a far greater sense of unification and cohesion in the minds 
of the Community, but spasmodic outbreaks of disunion and opposition 
are still a considerable discouragement to those whose efforts are 
directed towards perfect consolidation and harmony. Instances of 
these communal breaches are constantly obtruding themselves. Thus, 
there is still that iniquitious tendency on the part of small congrega- 
tions to appoint Synagogue officials at the smallest possible cost to 
themselves, the object being to foist their proper maintenance upon the 
Shechita Board. In plainer words, a Chazan is elected on the under- 
standing that he will derive the major portion of his income from the 
Shechita Board, by acting as a Shochet under the Board. An official 
demand to the Shechita Board on this point is at once made, and 
usually this demand is tantamount to.a threat of opposition and 
secession unless the petition is conceded. Everyone who is familiar 
with the history of the local Community during the last quarter of a 
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PROVINCIAL NEWS.—( Continued from previous page). 


century or more will understand what communal havoc has been 
brought about by this unwarrantable type of action. Obviously if 
cannot be countenanced in these enlightened days. It must be stated, 
too, that the local Shechita Board has not hitherto enjoyed the 
prosperity that it is experiencing now. It is deplorable that with all the 
efiorts at modernisation, which the United Congregation in conjunc- 
tion with the Shechita Board have put forward in recent times, this 
ugly communal blot should still be as much im evidence as it was in 
earher days. 

It stands to reason that the time is now ripe for the Leeds 
Shechita Board to feel itself vested with communal power, as well 
as the independence to deal with all these problems fearlessly and in an 
accredited administrative capacity, such as has for long characterised 
the Shechita Boards of the other great Communities. One can optitnis- 
tically state that should the Shechita Board adopt this firm and con- 
stitutional attitude. most of its former unpediments to progress will be 
wiped away, and it will become a far more potent instrument for 
communal solidarity and unification than tt has ever been betore. 


Councillor J. 8. Walsh has been appointed a member of the Court 
of the University of Leeds as a representative of the Leeds City Council. 


PROVINCIAL NEWS ITEMS 


BIRMINGHAM 

An appeal for new pupils was made by Mr. [. Candelshine, who 
presided last week at a meeting of the Commuttee of the Talmud Torah. 
Thanks were accorded to the Executive of the Singers Hill Congregation 
for their usual grant of £50 towards the funds of the Institution. The 
Chairman announced that through the generosity of Mr. Leon Salberg, a 
concert, in aid of the Talmud Terah, would be held on November 8th, 
orgamsed by a Committee appointed by the Jomt Council, under the 
Chairmanship of Mr. A. L. Freedman. The Treasurer submitted a finan- 
cial statement, which was adopted. The Education Report was presented 
by the Chairman and the Headmaster, the Rev. R. Rabinowitz. Mr. M. 
Cotton was co-opted on the Committee 


BLACKPOOL 


To celebrate their recent success at the Morecambe Drama Festival, 
the dramatic section of the Blackpool Jewish Literary and Social Society 
held a dance last week at the Fernley Prvate Hotel, Promenade. 
Prominently displayed were the three silver trophies won by the Society 
this year: the Lady Ashton Challenge Trophy for Open Drama; the 
Challenge Trophy, open class (Morecambe Festival); and the Challenge 
Trophy, open low comedy (Blackpool Festival). Messrs. D. Heane, .A. 
Moore, H. Jowett, R. Cohen, A. G. W. Scott and H. Engleman appeared 
in a cabaret. The dramatic section has been invited to enter for the 
Blackpool Three-Act Drama Festival in November. Of erght societies to 
compete during the week, only three are local ones. 


BOURNEMOUTH 
Last week, Mr. and Mrs. Jonah Rosenthal! laid the foundation-stones 
of the ‘“‘Ambassador Hotel,”’” Mr. Damel Rosenthall’s newest venture. 


The ‘‘Ambassador,’” which ts due for completion before the end of the 
vear, will be one of the largest and most luxutious Jewish hotels in 


Europe. It is to cost £60,000 and 1s- being erected on the site of Eastry 
Court, one of the most commanding positions im Bournemouth.. Mr. 


Daniel Rosenthall; at the age of twenty-six, is the youngest hotel pioneer 
in this country. The *‘Ambassador’”’ is to be one of a chain of luxury hotels 
now being planned by Mr. Rosenthall’s orgamsation, and it is probable 
that a similar venture will be inaugurated m London in the near future. 


CARDIFF 


“The Prophets’ Ideal of Universal Peace ’’ was the subject of an 
address delivered by the Rev. H. Jerevitch at Roath Presbytenan Church 
last week. He said that all efforts for universal peace must fai! so long as 
the sword was the arbiter of nations. Mutual undestanding could not 
be gained by force. The remedy prescribed by the Hebrew prophets for 
world peace was unchallengeable. 

Captain L. C. Cohen presided at a meeting of the Committee of the 
local branch of the South Wales and Monmouthshire Jewish ex-Service- 
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men’s Contingent, held at 122, Queen Street. The meeting discussed 
recent developments of the Organisation and pledged its support to the 
presiding Chairman, Captain Cohen. , 

Mr. Mannie Hart presided at a meeting of the Committee of the 
Jewish Aid Society, held at the Roval Infirmary Board Room. The Rev. 
H. Jerevitch reported on the activities.of the Society in aid of the hospital 
funds and paid a tribute to the voluntary collectors. Mr. L. Schumansky, 
the Treasurer. submitted a satisfactory financial statement. Among 
those who took part in the discussions were: Messrs. RK. Simmonds, 
ID. Felman. C. Freedman. C. Goldman, H. Shatz and H. E. Samuel, 
Mesdames S. Fligelstone, S. Shibko, D. Simons, L. Cohen, W. H. Cohen 
and the Misses G. Jerevitch and D. Fligelstone. 

The widow. son and daughter of the late Mr. Harry Cohen, in his 
his memory, have sent a cheque for £100 to the Old Hebrew Congrega- 
tion, Cathedral Road, towards repairs to the Synagegue and the cemetery. 
The late Mr. Cohen was-Life Councillor and at. one tune Treasurer of the 
Congregation. 


DOVER 


Mr. Philip Hart, O.B.E., has been elected Chairman of the Dover 
Rotary Club for the ensuing year. 
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HARROGATE | | 
A reception was ‘given last week, in the Rose Goodman Schoolroom, 
to Mr. A. Feldman, in celebration of his seventieth birthday. Mr. N 


Cohen, who presided, paid a tribute to Mr. Feldman for his services to 
the Community. The Rev. E. Kahan said that pmor to residing in 
Harrogate Mr. Feldman had been President of the Belgrave Street Syna- 
vorue and the Jewish Board of Guardians in Leeds. When the Harrogate 
Congregation was established eimhteen years ago, Mr. Feldman became 
the first President and presented the Synagogue with an Ark, whilst 
his wife and children gave “the Reading Desk and Pulpit Stand 
He had chosen a Tallis to be presented to him to commemorate his 
seventieth birthday. Rabbi H. Hurwitz paid a tnbute to Mr. Feldman’. 
activities in Leeds. Other tributes were paid by Sir Montague Burton, 
J.P., Mr. Moe Myers, Mr. H. M. Simans and the Rev. B. L.’Segal. Mr 
Feldman responded. His son, Mr. Arthur Feldman, proposed a vote of 
thanks to the Chairman. 


HULL 

The repairs and redecoration. of the Western Synagogue are now 
completed and the Council: appeals to the members for contrmbutions 
towards defraying the cost. 

A meeting of the Jewish ex-Servicemen’s Association was held recently 
ut the headquarters, Anlaby Road, with Mr. Louts Rapstone im the Chai 
I: was reported that progress was being made with the reconstruction of 
the new club premises. Special arrangements are being made for the 
ring ceremony im October by the Club's Sponsor, (C‘ormmander iffrey 
Duveen. It will be known as the ** Duveen Section of the British Legion, 
Hull Branch.”’ 


LEICESTER 

“The Fallamies of Anti-Semitism” 
delivered last week by Mr. M. J. 
Church. The Rev. J. 


LIVERPOOL 


Seventy members of the local companies of the Jewish Lads’ Brigade 
have jomned the London compamtes in camp this week at Walmer. Cadet- 
Major Alan Isaac is in command, with Cadet-Capt. B. Moses second-in- 
command, assisted by Lieut. G. Bean and Messrs. H. Tenser, B. Black, 
A. Globe, H. Levy and M. Cailler. 

A company of the Jewish Lads’ Brigade, under the command of Capt. 
b. Moses, attended the Memorial Service to the late Mr. Harold L. Cohen 
last week. The buglers sounded the “* Last Post "’ and ‘* Reveille ’’ at 
the conclusion of the Service. Major Isaac represented the company at the 
funeral. 


SUNDERLAND 


The North-East Union of Jewish Societies held its Annual Picnic 
recently at Durham. Over 200 members were present from Newcastle, 
Sunderland, Middlesbrough, West Hartlepool and South Shields. Sports 
were held and Sunderland won the Union Trophy for the third time, with 
Newcastle runners-up. Mr. 8, Novinski, presiding at the tea, said that 
preparations were being made to celebrate the jubilee of the Sunderland 
Literary Curele next October. <A jubilee brochure, in this connection, will 
be published, edited by Mr. R. Freedman. The Joint Hon. Secretaries, 
Miss F. Cohen (13, Avenue Terrace) and Miss R. Olswang (16, Manilla 
Street), and Mr. Light, the Chairman, 2, Salem Hill, will be pleased to 
receive letters from old members to be embodied in the brochure. Mr. 
M. Cohen has offered to present the Union with a shield, to be competed 
for annually. 


was the subject of an address 
Rees, at the Fosse Road Methodist 
Helbrook presided. <A discusmon followed. 


Irish Free State 


-— 


Dublin 


Miss D. Bloom, of Fairbanks, Alaska, now studying medicine at 
Dublin University, delivered a lecture on ‘“‘Life in Alaska’’ before the 
members of the local Rotary Club. 


Parents’ Co-operation in Jewish Education 


From the Rev. $. WOLFSON 
To the Editor of Tur Jewisn Curonicie 


Sin,—A recent issue of THE JEWISH CHRONICLE contained an 
announcement by the London Association of Headmasters of Talmud 
Torahs that it had been decided to convene a joint meeting of parents of 
pupils and Talmud Torah teachers with a view to creating closer contacts. 
This is, no doubt, an excellent project and should yield beneficial results. 
It would be to the great advantage of Hebrew education generally if such 
a scheme could be introduced in provincial communities also. 

The problem of diminishing numbers of pupils common to most 
Talmud Torahs, is largely due to the lack of interest of the average 
Jewish parent, It is only by the creation of closer contacts that the 
parents can be made acquainted with the numerous classroom problems, 
and thus be made to realise that the religious instruction of their children 


should be their primary duty. 


The co-operation of the Jewish parent is of the utmost value, and 


such a scheme, vitally necessary in the cause of Jewish education, should 
be given every encouragement. 


Iam, &c., 
54, Heathfield Road, Liverpool, 15, 


S. WOLFSON, 
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SPORTS and CLUBS 


BOXING 


Moss Deyong: “King of Schnorrers” 
£250,000 RAISED FOR CHARITY 


Mr. Moss Deyong, one of boxing’s best known figures, is to be given 
a testimonial in recognition of his twenty-five years of service on behalf 
of charity. This 1s being sponsored by the British Boxing Board of Control 
and Lord Lonsdale is 
patron. He has been one 
of the leading boxing 
referees in this country 
for over two decades, 
during which he has been 
the third man in the ring 
at many important con- 
tests im and outside 
of England. A genial 
personality outside the 
ring, he is yet a stern 
disciplinarian when in ¢g 
charge of a bout, does his 
work in a quiet, unobtru- 
sive manner and will not 
put up with any nonsense 
from the boxers, who 
invariably “‘break’’ on his 
word of command. Mr. 
Devong serves on vanous 
Commuttees of the Boxing 
Board of Control, among 
them the Referees’. 
Benevolent and Southern 
Area Council. 

Our representative, who 
interviewed him recently, 
found him to be most 
modest concerning his 
splendid philanthropic | 
work and it was most difficult to obtain particulars respecting his continu- 
ous efforts for charity extending over twenty-five years. During that time, 
he has raised over a quarter-of-a-million pounds, and it is quite obvious 
that his heart and soul are in this work. This is confirmed by the fact 
that he has given up business and hobbies to devote all his time to raising 
money for charities all over the country. _He was not born with a silver 
spoon in his mouth and had to struggle in his early years to make his way 
in life. He was a pupil at the Jews’ Free School and left at the age of ten 
to earn his own living. When appealing for charity, Mr. Deyong does not 
rely upon oratory, but in language that is clear to the simplest mi.*.d 
explains the objects of the charity, and by the utter sincerity of his 
personality is able to extract donations from the pockets of the audience. 

There is magic in the manner by which he is able to raise these huge 
sums. Mr. Deyong is proud of his money-raising activities, and numbers 
among his feats the auctioneering of a donkey for £1,600, a cake for 
£500, a doll for 200 guineas and a box of 100 cigars which realised £75. 
These are but a few of the remarkable accomplishments for money 
raising Of this charming and genial personality. Besides all this, there 
are his private activities for boxers who have fallen on evil days and 
for whom he collects sums of money, but it is difficult to obtain details 
from hum about his beneficent work. He has been described as the 
“Prince of Cadgers,”’ but one likes to think. that ‘** King of 
Schnorrers,”’ from Zangwill’s classic of that name. is a more apt 
designation for this reat sportsmah who helps charities, irrespective of 
creed. His pet institution, with which he has been associated for twenty- 
five years, is the Lion Hospital Aid Society, and during that time he has 
raised £100,000 for it. His work for charity is not only confined to appeal- 
ing for donations or the auctioneering of gifts, but to the organising of 
boxing tournaments which have raised large sums. Mr. Deyong serves 
on the Jewish Sportsmen’s Commiuttee, which organises a yearly tourna- 
ment on behalf of Palestine Land Charities, and which early this year 
garnered £4,000. He has on one occasion raised funds for three chanties 
in one day. Last year his efforts realised £18,000, and this year, 
excluding the organisation of functions, he has raised £10,000. 

Among the institutions which benefited during 1935 by the efforts 
of Mr. Deyong’s persuasive tongue were St. Dunstan’s, British Legion 
(Maceabean Branch), Booth Street Relief Institution, Lion Hospital Aid 
Society, Commercial Road Talmud Torah, Jewish Maternity Hospital, 
National Playing Fields Association, Nunhead Catholic Church, Home 
and Hospital for Jewish Incurables, St. John’s Hospital (Lewisham), West 
London Hospital, Dockland Settlements, Battersea Hospital, All Saints 
Hospital, Home for Aged Jews and Home of Rest, Tom Walls’ British 
Cancer Research Fund and the German-Jewish Women and Children’s 
Refugee Fund. Outside London, Mr. Deyong has assisted Sir Harry 
Preston’s efforts for the Royal Sussex County Hospital and has appealed 
on behalf of Glasgow Poor Children’s Fund, the Leeds Hospital and the 
Bedford Hospital. 

Mr. Deyong is a Jew and proud of it; a man who obviously delights 
in helping the sick and unfortunate and through whose veins flows the 
milk of human kindness. But despite his many years of arduous 
charitable endeavours he does not intend to give up this work till he is 
compelled to. 

All communications respecting the testimonial fund should be 
forwarded to C. F. Donmall, Esq., Hon. Secretary, 68, Dean Street, W.1, 
and cheques should be made payable to the Moss Deyong Testimonial. 


Mr. Moss Deyona. 


Dave Finn—we cannot get used to calling him by his new ‘‘ nom du 
ring’ of Davey Fine—is, by his whirlwind tactics, proving a great attraction 
to the American fans. Last week he repeated his victory, in a return bout, 
over Mike Piskin, who was again outpointed, over eight rounds. Piskin 
strove hard to reverse the previous verdict, but encountered a furious 
attack and was weakened by attacks to the body. Piskin was further 
puzzled by the bobbing and weaving of Finn. The American was sent 
through the ropes in the fourth round, and in the seventh was smashed 
round the ring and forced to hold on desperately till the bell came to his 
aid. Finn received an ovation for a well-merited victory. 


WRESTLING 


Max Krauser was faced with a difficult opponent in Nico Sizinos, 


whose tactics were not popular at Lane’s Club last week. Nico began 
using forearm smashes and body punches, but was soon shown the error 
of his ways when, on one occasion only, Krauser ‘retaliated. After feinting 


for a full nelson, Krauser held an arm roll, which soon after resulted in 
him gaining the first fall. Krauser was not much troubled in the second 
round, but in the third he was obviously intent on finishing the bout 
quickly, and he accomplished it with his now famous airplane spin and 
s the slam beme one of the heaviest that has shaken the mat in the 
Club. 


LAWN TENNIS 


Prominent Manchester Player 


The first ranking player among the many enthusiastic young ladies 
who assiduously maintain the Three Courts Club as a centre of lawn 
tennis among the Jewish clubs in Manchester is Mrs. Sylvia Levy (writes 
our Manchester Correspondent). 
Her premier rank (which certainly 
helped the Club to gain the Shield 
as champions of the Northern 
Tennis League last season) has not ‘ 
been achieved solely in Three 
Courts, and she already possessed 
a formidable local reputation as a 
plaver when she became a member 
of that Clab’s team. Mrs. Levy 
began playing tennis something 
over ten years ago. She joimed the 
Albert Park Club, Higher Brough- 
ton, and three years running she fis 
won the ladies’ singles handicap 
cup. It was not long before she 
won the Ladies’ Junior Champion- 
ship of the Manchester Parks 
Clubs, and she reached the final of 
the ** P. M. Oliver ”* Cup Competi- 
tion, open to all comers tn all clubs, 
being defeated only by Miss Hey- 
wood, the county player. On the 
two occasions when she entered 
for it she won the Three Courts 
handicap competition, and her 
merit as a player was recognised last season when she was chosen to play 
for Manchester and was awarded her Manchester batige 

It speaks further for Mrs. Levy’s ability when it is mentioned that, 
although she was unable to take advantage of the invitations, she was 
chosen by British Maccah as a member of their tenms team to play in 
Prague and later in Palestine. 


ATHLETICS 


The Grafton Athletic Club, which entered for the Middlesex mule 
medley relay junior championship, came third. The team was A. A. 
Goodman (880 yards), S. Tabor (440 yards), A. Deharn (220 yards) and 
S. Lee (220 yards). Each competitor received a medal. The results of the 
Club championships, held last week, were as follows: one mile, Ist A. A. 
Goodman, 2nd R. Borstein, 3rd H. Marzell, time 4 mins. 43.2 secs. ; 


880 vatds, Ist, A. A. Goodman, 2nd R. Borstein, 3rd H. Marzell, tame 
2 mins. 10 secs. 

At the Annual Meeting of the Grafton Club, held recently, with Mr. 
T. J. Phillips, the President, in the Chair, the following were elected for 
the ensuing vear: 

Messrs. T. J. Phillips, President; G. Welby, P. Viner, M. Kershaw, M. 
Cravits, S. J. Cohen and C. I Cohen, Vice-Presidents; E. J. Hart, Chairman; 
H. Barnett, Treasurer; D. Shor, Hon. Secretary; Morris Cohen, Publicity 
Secretary; L. Sherman, Track Captain; A. A. Gold and L. Pinsker, Hon. 
Assistant Secretaries; J. Vandenburg and M. A. Goldstein, Hon. Auditors; 
D. Shor, Cross Country Captain; Dr. I. Collier, Hon. Medical Officer; Messrs, 
L. Nidditch, D. L. Baron, J. Vandenburg, M. Cohen, R. Finegold and L. 
Sherman, Committee. 


Mrs. Sytvia Levy. 


The Sunbury House School sports were held last week at the South 
Hampstead Cricket Ground, Sidmouth Road, Willesden Green. The 
following Jewish pupils were successful: open 100 yards, A. Hillman; 
open hurdles, H. V. Sacks; 100 yards and 220 yards (under 13), Gordon 
Samuels. 


CHESS 
Fine’s Victory 
The International Chess 
Tournament, which has 
been proceeding for the 
past fortnight at Zand- 
voort, Holland, con- 
cluded last week-end and 
resulted in a win for Mr. 
Reuben Fine, the young 
Jewish master, of New 
York, who represented 
the United States at the 
tournament. Fine’s total 
score was 8} points, with 
Dr. Max Euwe (Holland), 
the world’s champion, 
next with 7} points, and 
Mr. P. Keres (Estonia) 
third with 6} points. Fine 
showed exceptional skill 
right throughout — the 
tournament and was lead- 
ing most of the time. Huis 
opponents included, 
addition to the above 
named, the well-known 
chess players, Tarta- 
kower, Maroczy, Grun- 
‘feld, Landau and 
Spielmann. Fine’s next 
important engagement is 
the International Masters’ 
Chess Tournament, to be 
held at Nottingham this 
month. 


Mr. Revupen Fine. 

[JEWISH CHRONICLE Photo 
Mr. 8. Landau, who was placed fourth in the tournament, had_ 
previously won the Dutch Chess Championship. | 
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CLUBS 
The Walford Social Society 
A NEW AND VIGOROUS BODY 


A Correspondent writes: 

The Walford Secial Society, affiliated to the Walford Road Synagogue, 
N.16, has, during its short, but successful, existence, secured an important 
place among the Jewish social clubs in London. 

Formed as the direct result of a pulpit appeal calling for more 
opportunities for Jewish social activities, the Society has sought to live 
up to its inspiration and, now having consolidated its position as a Jewish 
Social Club, is seeking to develop its literary and cultural programme. It 
is the only organisation in the immediate district doing this particular 
type of work. Its headquarters at Mozart Honse, Albion Road, N.16, are 
luxurious, judged by average standards, and offers the members facilities 
for recreation such as dancing, table tennis, etc., debates and lectures. 

Club night is Wednesday and outings to places of interest are frequent 
events. An effort will be made during the coming winter season to 
extend the activities of the Dramatic Section, and it is hoped by this 
means to bring financial aid to certain very needy charities. Mr. Joseph 
Fineberg, the Society's Chairman, told me of the * Walford’s” uphill 
battle and expressed appreciation for the valuable help given by the Syna- 
sogue Committee who, however, were unable to do anything for them 
in the matter of obtaining permanent premises. The Society, although 
far from affluent, has surplus funds and, if these can be successfully 
husbanded, it is hoped one day to acquire permanent premises and so 
enable the members to meet five or six nights a week. 

Prominent people have been approached for the purpose of filling the 
vacant position of President, but these efforts have met with no response, 
The importance of the inspiration of even a nominal head should not 
be minimised, and it is a pity that no one has been able to give the 
“ Walford” the benefit of mature experience combined with the moral 
and financial support which flows from a president of high communal stand- 
ing. Mr. Fineberg spoke of the Fascist menace in the district which, until 
recently, had found no place in the Society's discussions, but owing to the 
recent increase in slander and violence is at present occupying the atten- 
tion of the members. The Club has been waiting for a lead and is quite 
prepared to affiliate with a bona-fide organisation created for the purpose 
of Jewish Defence. Mr. Fineberg expressed the fear, so widely 
experienced, that if this lead were not forthcoming some of the members 
might lose patience and start an individual campaign. 

New members will be welcomed (eighteen years of age and upwards). 
The subscription is 2s. 6d. per quarter. Mr. M. Lee is the Vice-Chairman, 
and Miss Irene Sherwin, Hon. Treasurer. All communications should be 


midressed to the Hon. Secretary, Miss Nora Kaye, 142, Amhurst 
toad, E.8, (Phone: Clissold 29-3). 
Summer Camps 


My Week-End With Brady 


When I arrived at St. Helens, Isle of Wight (writes a correspondent), 
I found the Brady Working Boys’ Club happily encamped. Mr. 8. 
Ansell (the President) and Mr. Lionel Drage took me round the camp, 
which consisted of thirty-two tents, marquees, etc. I was struck with the 
wonderful arrangements made for the boys’ comfort. The large dining 
marquee could easily seat 250 boys. It looks not unlike a hotel dining 
room. The kitchen, which has three large gas cookers, is under the 
management of a professional chef. 


Divine Service in the camp. 


[Photo: Finn. 


. On Saturday morning, at 7 o’clock, I was aroused by a ship’s bell 
being rung. Immediately the hubbub of washing and dressing began. 
Incidentally, the washing accommodation has water and shower baths 
laid on by pipe line from the village. At breakfast (organised by Mr. 
Lionel Drage, Marquee Manager, and Mr. Sydney Drage, Quartermaster) 
judging by the second helpings of porridge which everyone seemed to want, 
the boys were definitely feeling the benefits of the open-air life. All 
other meals during the week-end seemed equally popular. I attended 
a very impressive Sabbath Service, conducted by Mr. 8. Ansell. The Rev. 
Mr. Sidebotham, Vicar of St. Helens, who attended, addressed the boys 
and Managers. On Sunday morning, there arrived in camp, on an official 
visit, the Mayor of Ryde, Major Dennis, who addressed the boys and said 
how pleased he was to welcome Brady back to the Island for the third 
year in suecession. On Sunday afternoon, many visitors were taken round 
the camp and their complimentary remarks justified the enormous amount 
of work put into the o anisation of the Camp. Dr. B. Rosefield, the 
‘Medical Officer, it seems likely, will be free of duties other than the usual 
routine of camp inspections. I was present at several of the sporting 
events arranged by Mr. J. Springer, the Sports Manager. Physical 
training, under Mr. R. Hawkins, was very efficient and popular, and the 
Swimming parades were well attended. | 


Masor H. L. Natsan has been adopted ecti i 
prospective Labour candidate for the L.C.C. election, _ | | 
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The Palestine Movement 


Moslem Experience of Royal Commissioners 
NO KNOWLEDGE OF JEWISH PROBLEMS 


The following communiqué containing the Organisation's views 
on the composition of the Royal Commission on the Palestine 
Disorders. has been issued by the New Zionist Organisation: 

‘‘ While casting no réflection on the personalities of the members of 
the Royal Commission, attention must be drawn to the fact that it is in 
the main composed of persons whose political training and record have 
naturally made them attentive to the Mosiem point of view. This is 
especially so in the ease of members with Indian experience (three out of 
six), whom the well-known auti-Zionist bias of Indian Moslems is bound 
to influence in judging Palestine problems. It would really overstrain 
public credulity if we were expected to assume that the Government, in 
making so characteristic a selection, did not have this in view. This 
conclusion is irresistibly reinforced by the fact that there is not a single 
expert on Jewish questions and Jewish problems to counterbalance them. 

‘The appointment of an additional member with an expert know. 
ledge of Jewish problems should be made even now, if the impression is 
not to become firmly fixed that the Commission is to study the effect of 
Palestine affairs on India and not on world-Jewry, 

“The inevitable apprehension caused by the organic defect of 
composition might, however, be allayed, though not effaced, if the Com. 
mission should take evidence on the wider problems of Jewish life so 
closely connected with Zionism. Such evidence can, of course, not be 
taken in Palestine. It should be taken, perhaps, through a sub-commis-. 
sion in the Jewish centres of Eastern Europe, or at least in London. 
Without this, world Jewry would have no alternative but to regard the 
Commission’s work as prejudiced fro:a the very start.” 


LIVERPOOL—At the Aunual Meeting of the local Ziona Group the 
following were elected: The Misses Rose Newman, President: Dora 
Goodman and C. Temkin, Vice-Presidents; Hilda Pink (20, Bentley Road, 
Liverpool), and D. Goldman, Joint Hon. Secretaries: R. Frieser, Hon, 
Treasurer; F. Cherrick, Cultural Chairman; and a Committee. 


AN Open-Air Meeting organised by the Zionist Federation of Great 
Britain and Ireland, will be held in Hyde Park on Sunday next at about 
6 pan. A number of prominent speakers have promised to attend. 


News Items 
— - -— 


Dunk Street Beth Hamedrash 


At the Annual Meeting of the Beth Hamedrash Hagodal, Whitechapel, 
the following were elected: Messrs. D. Supkovitch, Chairman; Langer, 
Vice-Chairman; Bronstein and Loss, Wardens; and 8S. Tushinsky, 
Treasurer. The Chairman reported that the status of the Synagogue 
had been well maintained. 


Mile End and Bow Taimud Torah 

The pupils spent an enjoyable day at Theydon Bois on Wednesday in 
last week. They were accompanied by the Honorary Officers, Head- 
master and teaching staff. Lunch and tea were provided, sports organised 
and prizes awarded. Thanks were accorded to Mr. and Mrs. A. Moss and 
to all who had contmbuted to the success of the outing. 


Tottenham Taimud Torah Classes 

The Annual Outing of the pupils of the Classes was held on Thursday 
in last week. The children were taken by coach to Theydon Bois, accom- 
panied by the Headmaster, Mr. M. Tomback, the staff, members of the 
Committee and a number of parents. Tea was provided. Sports and 
games were held and pnzes awarded to the winners. 


Jews’ College Union Society 

The following officers were elected at a recent meeting of the Society : 
Mr. J. Weinberg, President; Dr. 8S. Gut, Vice-President; Messrs. 8. Clay- 
man, Treasurer» A. Melinek,: Hon. Secretary; W. Yesorsky, Librarian. 
A luncheon was given last week to the retiring officers and to those 
students who had obtaimed successes at the recent University 
examinations. 


Camden Town and Tottenham Court Road Talmud Torah 


The Annual Outing of the pupils was held recently at Epping 
Forest. A number of parents accompanied the children. Sports were 
held, and tea was served at the Royal Forest Hotel. Mrs. Wise distributed 
the sports prizes and presented each child with a sixpence. Thanks were 
accorded to the ladies and gentlemen who helped to make the outing 
a great success. 


Green Street Synagogue 

Mr. M. Green presided at the Annual Meeting of the Congregation, 
Globe Road, E. The Balance-sheet was adopted, and the election resulted 
as follows: Messrs. 5. Skolneck, Chairman; A. Weinberg, Vice-Chair- 
man; M. Rosen, Treasurer; I. Farber and P. Lewis, Wardens; B. 
Sternfield, M. Green and A. Weinberg, Trustees; M. Kleinman, M. Singer, 
O. Weinberg and D. Sinclair, Auditors: 8. Wolkind (36, Sidney Street, 
E.1), Secretary ; M. Boldinger, Collector; and a Committee of twelve. 


Bexley Heath and District Hebrew Congregation 


A meeting of the Congregation was held last week to arrange for the 
official opening and consecration of the new Synagogue in Lion Road, 
Bexley Heath. Mr. A. Bloom presided. A Trustee, Mr. A. Myerson, of 
1, Lewis Parade, Welling, Kent, was elected representative of the Congre- 
gation at the Deputies of British Jews. Mr. N. Cowan was elected 
Secretary for Marriages, etc. The Hon. Minister, the Rev. 8. Wolfe, of 
Chatham, was present at the meeting. Mr. L. Harris, 75, Lion Road, is 
Hon, Secretary of the Congregation. . 


Coty (England) Limited 


We have learned that rumours are in circulation that the firm of 
Coty, the well-known perfume manufacturers, are anti-Jewish. We have 
made enquiries and have received the most ample assurances that this is 
not the case. The rumours doubtless originate in the recollection of the 
political activities of the founder of the firm in France; but he died in 
1934, and there is now, so far as we know, no basis whatever for any 
allegation of the kind in question. 
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Investments and Securities 
BY OUR CITY EDITOR 


A confident tone prevails in Stock Markets, and business during 
the long Bank Holiday account was of reasonable proportions. Home 
industrials still maintain a good following. There is a disposition to 
invest in the old-established favourites, such as Imperial Chemical 
Industries, Distillers units, Courtaulds and Imperial Tobaccos. Yields 
ot near 4 per cent. are obtainable on such issues. Iron and steels also 
hold up well, while breweries are fairly active with encouraging 
dividends and reports coming to hand. British Funds are well main- 
tained. New high-class investment issues continue to meet with good 
response. The Sydney County Council 4 per cent. Debentures, issued 
at 99 per cent., now command a premium of 1%, while the new 3 per 
cent. Plymouth Corporation scrip stands at 1} premium over the issue 
price of 99 per cent. In each case the issue was heavily over-subscribed 
showing the popularity and demand for such stocks. Kaffirs are some- 
what hesitant, but monthly profits of the mines continue to make 
favourable reading. Working costs are reduced and a larger tonnage 
crushed. Ohnls are favoured, but there is no decided trend to Trans- 
Atlantics, although trade reports remain encouraging. Home rails are 
good on the half-yearly statements, and virtual settlement of the 
Rating and Wages questions. At the moment few sections of the 
“House” are neglected. 


Large Cinema Profits 

A highly satisfactory report is issued by the Directors of Associated 
British Picture Corporation, Ltd., covering operations for the year to 
March 31st last. Trading profits increased last year by no less than 
£269,757 to £926,482, while the net figure of £639,850 compares with 
£373,753 in the previous year. The available balance totals £723,332 
against £560,239, out of which £150,000 instead of £125,000 goes to 
depreciation reserve, and £200,000 against £162,806 is placed to the 
general reserve, raising that account to £1,200,000. <A final dividend of 
74 per cent. is recommended on the ordinary shares, making 12} per 
cent. for the year, compared with a final of 6 per cent., to make a total 
of 10 per cent. for the previous twelve months. In February last, 
£1,000,000 of 5 per cent. Debenture stock was issued in connection with 
further cinema acquisitions.. Expenses amounting to £39,630, in 
connection with that issue are also written off. The Corporation now 
owns or controls 283 cinemas, compared with 225 a yeur ago, and 
increased revenue is expected from further important additions to 
the circuit now in process of completion. The 5s. ordinary shares have 
« market value of Ils. 9d. 


Asbestos Developments 

Turner and Newall, Ltd., have decided to offer stockholders the 
opportunity of subseribing for additional capital on advantageous 
terms. In a circular issued to stockholders, the Directors state that 
within the near future certain important new developments will 
materialise which will involve the expenditure of capital sums amount- 
ing to not less than £1,500,000. Consequently it is proposed to offer a 
small proportion of additional capital to existing stockholders and each 
ordinary stockholder will be entitled to take up one new ordinary f1 
share at a price of 70s. in respect of every £10 of stock now held. 
These new shares will rank pari passu with the existing ordinary 
capital in respect of the financial year starting October Ist next. 
The present issued capital is £6,288,202, of which £4,843,933 is. in 
ordinary stock. The proposed issue of 484,393 new ordinary shares 
will bring the issued ordinary capital up to £5,328,326. The nature 
of the new developments is not disclosed, but they are expected to 
accelerate the progress of the concern. The existing £1 ordinary units 
stand at 87s. 6d. ex mghts. 


Larger Watney Profits 

Further improvement occurred in the position of Watney Combe 
Reid and Company in the year to June 30th last. The report shows 
an expansion of £84,802 in net profits to £1,387,931 last year, of which 
£350,000, against £300,000, is- transferred to the property and contin- 
gency reserve. As was the case a year ago, £300,000 has been taken 
from that reserve for bringing properties up to date, the acquisition of 
new properties and the conversion of leaseholds into freeholds, ete. 
Holders of the £1 units of Deferred stock are to receive a final payment 
of 12 per cent., to make 18 per cent. for the year, or 2 per cent. more 
than paid for the previous twelve months. The remaining amount ol 
£318.334 to be carried forward is slightly less than the sum brought 
into the accounts. The increase in the Deferred distmbution came up 
to market expectations, with the result that the price of the £1 units 
firmed up to 86s. The Annual Meeting will be held on August 10th. 


Tootal Broadhurst Lee 

The spinning and manufacturing business of Tootal Broadhurst 
Lee and Company experienced more favourable working eonditions 1n 
the vear to June 30th last when net profits expanded from £128,681 
to £179,516. The dividend is maintained at 10 per cent. for the year, 
but this time £25,000 goes to general reserve, the first allocation for 
some vears. That fund now stands at £325,000. Provision for taxation 
reserve is also larger at £60,000, instead of £44,000 twelve months ago. 
Despite these larger allocations, the sum remaining to be carried 
forward is nearly doubled at £67,085, compared with £37,611 brought 
into the accounts. The balance-sheet shows an expansion in invest- 
ments from £134,783 to £225,705, while cash is up from £429,346 to 
£455,493. Stock in hand, however, shows little alteration at £708,998. 
The £1 ordinary shares have a market value of Sls. 


“Gold Fields” Deal 
interesting official statement comes from the New Consohda 

Gold Fields Ltd. which is controlled by Consolidated Gold Fields of 
South Africa, Ltd., regarding arrangements made between that 
company, H. E. Proprietary and Luipaards Vlei Estate and Gold Mining 
Company. Arrangements have now been concluded whereby the New 
Consolidated Gold Fields will take over the administration of the South 
African interests of the H. E. Proprietary. It is also announced that 
the “Gold Fields” Company has acquired a considerable holding in 
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of that undertaking, both in London and in South Africa. Also 
Luipaards Vlei, which is registered in England, intends to transfer its 
Head Office to Johannesburg as soon as the necessary legal formalities 
can be carried out. Luipaards Vlei 2s. shares as well as H. E. Proprietary 
10s. issue have been active around 20s. and 40s. respectively on the 
expected connection with the “ Gold Fields ” Company. 


Answers to Correspondents 

(Advice and references in this column are given on the strict un tler- 
standing that no legal or other liability is thereby incurred. Readers who 
desire anstwers to financial questions should address their enquiries to ths 
City Editor, THE JEWISH CHRONICLE, 47/49, Moor Lane, London, E.C.?, 
and these should reach the office not later than first post on Tuesday in each 
week). 

11.B., Sunderland.—The shares might show further improvement if held 
over a period. A sale is not advised at this juncture. 

Workriep, Surrey.—The list of investments is quite sound and reliable. 
No alteration is suggested. 

T.K.O., Acton.—-The interim dividend statement is due next -month. 
The announcement is expected to be the same as a year ago, although it is 
possible that a larger distribution may be made for the whole of the current 
year. 

Doris, S.W.—Have nothing to do with the concern in question. 
return is too high to expect with safety. 

Tep, Leeds.—The suggested exchange has possibilities and any small 
loss of revenue might be made up by capital appreciation 


The 


Property Notes 


The modern luxury flats which have been, and are being, erected 
in the West End and other parts of the Great Metropolis, offer very real 
advantages for a large section of the public. Whereas the comfort, 
luxury and brightness of this type of home make the indoor season 
congenial, when the time comes for getting out and about in the open 
air, the flat has little or no ties on the lady of the home. There is a 
minimum of housework, and the flat is easy to run, with the result that 
there is more time for leisure. Added to these obvious benefits of the 
compact and super convenient home, there are also, in many cases, very 
excellent. facilities for sport and recreation provided for the residents. 
For example, some of the modern blocks of flats have their own private 
tennis courts and swimming pools, while others, not having these facilities, 
are at least near some park’ or open space where sport and recreation 
are available. Those of our readers who contemplate moving their homes 
from the outer suburbs of London to the West End and other central 
districts should consult the numerous house and estate agents who 
advertise in the columns of THe Jewisu Curonic_e week by week. 


Johnston Evans advertises in our property columns this week details 
of a fine modern house he has for sale in‘the district of Hendon Central, 
within a few minutes of the tube and shops. It has four bedrooms, two 
reception rooms, lounge hall, bathroom (with shower), kitchen, seullery, 
good garden and garage. The sale price is £1,550. Mr. Evans’s office 
is at 5, Watford Way, Hendon Central. 


Goldschmidt and Howland inform us that they have sold the following 
properties: No. 6, Stormont Road, Kenwood, an attractive Tudor-style 
residence ; a building site in Nutley Terrace, Hampstead; and the freehold 
property, No. 15, Cannon Place, Hampstead. 


Lewis and Co., of 73, Cricklewood Broadway, N.W.2, have an 
absolute bargain for disposal in Willesden Green. The property, which 
is in excellent condition, is close to the Metropolitan Railway Station 
and shops, is modern and self-contained, with three bedrooms, tiled 
bathroom, two reception rooms, spacious kitchen, garage, garden, ete. 
The price is £840. Messrs. Lewis’s ’phone number is Gladstone 4970. 


Ernest Owers is the sole agent for the sale of a delightful modern 
freehold residence in West Hampstead. In a convenient position, this 
house is close to the Metropolitan Station and ‘bus routes, 1s beautifully 
planned, with five bedrooms, two receptions rooms, bathroom, lounge 
hall, cloakroom and domestic offices. The price for a quick sale is 
£1,500. Full particulars can be obtained from the estate office, I06, 
West End Lane, N.W.6. 

Pritchard. whose Estate Office is at 12, Holders Hill Road, Hendon, 
has an attractive residence to let in this district, overlooking the golf 
club and course and im an ideal position. The property contains four 
large bedrooms, two large reception rooms, kitchen, lounge hall, bath- 
room, garage and good gardens. The rent is £125 per annuin (exclusive). 


See vades 4 and 5 for Property Advertisements 


Price 
Bible Readings with my Children. 
By Mrs. Phillip Cohen, 
Partl. 4th Edition. we 3/8 3/8 
Part Il. 3rd Edition, Revised 
and enlarged 3/8 3/9 
Prayers for gewih Working Gir! 
y Lily H. Montagu. we 26. 244. 
Handbook of Life. Prayers & Medits- 
tions for Sick & Dying, 2ad Edition. 
Issued by the Chevra Kadisha of 
Lendon with sanction of the Chief 
Cleth bound 


Buckram bound ... 3/6 3/9 
Appendix to the Revised Version 
issued by the Jewish Religious 
Education Board ... 
y ay enury 
and Kate Halford. Edition. 2/8 2/3 
Economical Jewish Sack by 
Edith Cohen. 


May 
5th 


Henry and 
Edition. 

Jewish Cookery Book by Mis 
PUBLISHED BY M. A. S, Tattersall, M.C.A, 8 1/8 


Williams, Lea & Co..Ltd. 


formerly Wertheimer, Established 1820. 


Clifton House, Worship Street, London, E.C.2 
"Phone Bishopsgate ‘ 8121-2-3-4. ‘Grams: “ Dalziel, Finsquare, London.” 
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The Walford Social Society 
A NEW AND VIGOROUS BODY 


\ Correspondent writs 

‘The Walford social Society. affijiated to tiv Walford muisyna 
N.16, has, during its short, bat successful, extstence, secured au lin 
plac tha Jewish social clubs in 

Formed as the direct result of a pn pit ul calling 
oppor mitics Tor Wisti SO) ial activities tiie society has & rit 
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the Society s Chairman, t of tt Walford 
battle and expressed appreciation for the valuabie help given by the sy! 

Gmmittee mo, however, were nable to do anything for them 
in the matter of obtaining permanent premises, Society, ait! 
far. trot iffiluent ha is ana if these can be Slice 
husbanded, it is lioped one day t permanent: pretuise 
enable the members to meet five or Six nichts a week, 

Vrominent people have been approached for the purpose ol 
vacant position of President. but these efforts have met with no response, 
lhe importance of the inspiration of even a nominal head shouid not 
be minimised, and it is a pity that no one has been able to dive the 


“Walford” the benefit of mature experience combined with the nh ral 
and flnanct TT w hike mwstroma pore suient of hich inal stand 
in; Mr. Fineberg spoke of the Fascist menace in the district which, until 
recentiv. had fo ind no plac in the Society's discussions, but owll eto tin 
recent increase in slander and violence is at nt CUPYV Ine thie itten 
tion of the members. The Club has been waiting for a lead and is quit 
prepared to affiliate with a bonu-fide organisation created for the purpose 
of Jewish Defence, Me. Fkinebet eNpre the fear. 
experienced, that if this lead were not forthcoming some of the members 
might lose patience and start an individual campaign, 


New ryp iy rs Will be wel ‘ (‘li Vea&rs of ana th} Wards 
The subscription is 2s. 6d. per quarter. Mr. M. Lee ts the Vice-Chairman, 
and Miss lrene Sherwin. Hon. Lreasurer. All cotrnmunications si 
aidressed to the: Hon. Secretarv. Miss Nora 142. Amhurst 
Road, Phone: Clissold 20-5), 
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My Week-End With Brady 

When [ arnmved at St. Helens, Isle of Wight (writes a correspondent 
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Ansell (the President) and Mr. Lionel Drage took me round the camp, 
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marquee could @asily seat 250 bov- It looks not unlike a hotel dining 
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Divine Service in the camp. 


[Photo: Finn. 


On Saturday morning, at 7 o'clock, I was aroused by a ship’s bell 
being rung. Immediately the hubbub of washing and dressing began. 
Incidentally, the washing accommodation has water and shower baths 
laid on by pipe line from the village. At breakfast (organised by Mr. 
Lionel Drage, Marquee Manager, and Mr. Sydney Drage, Quartermaster) 
judging by the second helpings of porridge which evervone seemed to want. 
the boys were definitely feeling the benetits of the open-air life. All 
other meals during the week-end seemed equally popular. I attended 
a very unpressive Sabbath Service, conducted by Mr. S. Ansell. The Rev. 
Mr. Sidebotham, Vicar of St. Helens, who attended, addressed the bows 
and Managers. On Sunday morning, there arrived in camp, on an official 
visit, the Mayor of Ryde, Major Dennis, who addressed the boys and said 
how pleased he was to welcome Brady back to the Island for the third 
year im succession. On Sunday afternoon, many visitors were taken round 
the camp and their complimentary remarks justified the enormous amount 
of work put into the omganisation of the Camp. Dr. B. Rosefield, the 
‘Medical Officer, it seems likely, will be free of duties other than the usual 
routine of camp inspections. I was present at several of the sporting 
events arranged by Mr. J. Springer, the Sports Manager. Physical 
training, under Mr. R. Hawkins, was very efficient and popular, and the 
swumming parades were well attended. 


Masor H. L. Natwan has been adopted as prospective Parliamentary 
Labour candidate for Central Wandsworth, where Mrs. Nathan is the 
prospective Labour candidate for the L.C.C, election. | 
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The Palestine Movement 


Moslem Experience of Royal Commissioners 
NO KNOWLEDGE OF JEWISH PROBLEMS 


ny the Organisation s views 
Roval ( mission on the Poulestine 


Pyic lers. has been issue l bv the New Zionist Organisation: 
at personalities of the mie nibers of 
drawn to the fact that it 1s in 
| of we training and record have 
natura mia then trontive to the Mosiem point of view. This is 
| mavti-Zionist b of Indian Moslems is bound 
| tine probplier It would reallv overstrain 
| that the teovernment, in 
Tae not have this in view. ‘This 
reintot th fact that there 1s not a single 
i ~ | to counterbalance them. 
Phe appoints t of an ditional member with an expert Know 
@r nade even now, if the impression 1s 
iit fixed that the Commniission is to study the effect of 
n | a and not ar | 
nevitable wpprebension caused hy the organic: defect of 
ever thouch not effaced, if thre 
ald 1 ike evidence on the wider problems of Jewish life so 
nectect With Ziontstin. evidence can. of course, not ibe 
ta en in Llestinge it st dd be taken. perhaps, through a sub-comnmms 
nthe Jew res Furope. or at ieast 
Wit t this rhi Jewry W ki ha no alternative but. to redard the 
1IVERPOOL— At the Annual Meeting of the local Ziona Group the 
following were elected: The Misses’ Rose Newman, President Dora 
Goodman and C. Temkin. Vice-Presidents; Hilda Pink (20, Bentley Road, 


Liverpool), and D. Goldman, Teint. Hon. Secretaries: R. Frieser, Hon, 


> 


asurer: FF. Cherrick, Cultural Chairman: and a Committec, 


AN Open-Air Meeting organised by the Zionist Federation of Great 
Britain and Ireland. will be held in Hyde Park on Snuuaday next at about 


‘hy A numb of prominent speakers have promised to attend. 


News Items 
> 


Dunk Street Beth Hamedrash 
At the Anuual Meeting of the Beth Hamedrash Hagodal, Whitechapel, 
the following were elected: Messrs. D. Supkovitch, Chairman; Langer, 


Vice-Chairman: Bronstein and Less, Wardens; and 8S... Tushinsky, 
Treasurer. lhe Chairman reported that the status of the Synagogue 


hac we | 


Mile End and Bow Taimud Torah 


The purmils spent an enfovable day at Thevdon Bois on Wednesday un 
last week They were a mpanied by the Honorary Otlicers, Head 
master and teaching staff Lunch and tea were provided, sports organised 

nad } vara Thanks were a rded to. Mr. and Mi \. Moss and 
to all who- had contmbuted to the sucet the outu 


Tottenham Talmud Torah Classes 

‘The iat. Qduting ol the et the Classe Wis held day 
in last week The children were taken by coach to Theydon Bots, accom 
pared by the Headniaste Nir Tomback, the staff, members of -the 
7 provided Sports and 
games were held and prnzes awarded to the winners 


Jews’ College Union Society 


The tollowing officers were elected at a recent meeting of the Socrets 
Mr. J. Weinberg, President; Dr. S. Gut, Vice-President: Messrs. 8. Clay- 
tian, LDreasurer; A. Melnek, Hon. Secretary: W. Yesorsky, Librarian. 
\ luncheon was given last week to the retiring officers and to those 
students who had obtamed suecesses at the lniversity 


recent 


Camden Town and Tottenham Court Road Talmud Torah 

The Annual Outing of the pupils was held recently at Epping 
Forest. A number of parents accompanied the children. Sports were 
held, and tea was served at the Royal Forest Hotel. Mrs. Wise distributed 
the sports prizes and presented each cluld with a sixpence. Thanks were 
accorded to the ladies and gentlemen who helped to make the outing 
a great success. 


Green Street Synagogue 


Mr. M. Green presided at the Annual Meeting of the Congregation, 
Globe Road, FE. The Balance-sheet was adopted, and the election resulted 
as follows: Messrs. S. Skolneck, Chairman; A. Weinberg, Vice-Chair- 
man; M. Rosen, Treasurer; I. Farber and P. Lewis, Wardens: B. 
Sternfield, M. Green and A. Weinberg, Trustees: M. Kleinman. M. Singer, 
QO. Weimberg and D. Sinclair, Auditors; 8. Wolkind (36, Sidnes Street, 
E.1), secretary ; M. Boldinger, Collector; and a Committee of twelve. 


Bexley Heath and District Hebrew Congregation 


A meeting of the Congregation was held last week to arrange for the 
afficial opening and consecration of the new Synagogue in Lion Road, 
Bexley Heath. Mr. A. Bloom presided. A Trustee, Mr. A. Mverson. of 
1, Lewis Parade, Welling, Kent, was elected representative of the Congre- 
gation at the Deputies of British Jews. Mr: N. Cowan was. elected 
Secretary for Marriages, ete. The Hon. Minister, the Rev. 8S. Wolfe. of 
Chatham, was present at the meeting. Mr. L. Harris. 75, Lion Road, is 
Hon. Secretary of the Congregation. | 3 


~ 


Coty (England) Limited 


_ We have learned that rumours are in circulation that the firm of 
Coty, the well-known perfume manufacturers, are anti-Jewish. We have 
made enquiries and have received the most ample assurances that this ia 
not the case. The rumours doubtless originate in the recollection of the 
political activities of the founder of the firm in l'rance: but he died in 


1934, and there is now, so far as we know, no basis whatever for any 
allegation of the kind in question. 
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Investments and Securities 
BY OUR CITY EDITOR 


A confident tone prevails in Stock Markets, and busine 
the long Bank Holiday account was of rensonable 
industrials still maintain a good following. 


s during 

Hore 
There is a disposition to 
invest im the old-established lavountes, such as Chennueal 
Industries, Distillers Courtaulds ana perial ‘Tobaceos \ elds 
otf nen 4 prer cent. are obtainable om such ISSUCS lron and steels also 
hold up well, whule fairly 
dividends and reports coming to hand. 


proportions 


breweres are active with eneou 
sritish Funds 


New high-class investment issues continue to 


are well matin- 
taimect, meet with good 
response, The Sydney County Council 4 per cent. Debentures, issued 
at 99 per cent., now command a premiurm of 18, while the new 32 pel 
cent, Plymouth Corporation sf rij) “ut pre OVE T 
price ot cont 


the issue 
In each case the issue was heavily over-subscribed 
showing the popularity and demand for such stocks. Kaffirs are 


- 


what hesitant, but monthly profits of the mines continue to make 
lavourable reading. Working costs are reduced and a larger tonnage 
crushed. OQOtls are favoured, but there is no decided trend to Trans- 
\tlanties, although tract reports retain encouraging Home rails are 


The 
the 


settlement 
ew 


good on the half-yearly statements, and virtual 
Kating and Wages questions, <At the 


House” ire neglected, 


moment sections ‘of 


Large Cinema Profits 

A high, satisfactory report is issued by the Directors of 
British Picture Corporation, Ltd.., 
March 31st last. Trading protits increased last vear by no less than 
{269.757 to £926,482, while the net fivure of £O30.850 c mpares with 
(373.753 in the previous yeu! The available balance totals. £723.332 
£560 25%, {150.000 instead of £125.000 
cepreciation reserve, and €200.000 against £162 js to thre 
coneral reserve, raising that account to £1.200,000. A tinal dividend ot 
tnaking 124 pes 
a total 


February tast. 


Associated 


covering operations tor the vear to 


against out of which foes ty 


if per cent. is the OTrainary shires 
cont. for the year, compared with a tinal of 6 per cent 
of 10 per cent, tor the 
L OOO of per cent 
further 
connection with that 
283 
increased revenue. 1s expected trom 


The os ordinary 


» bake 


In 


previous twelve 


Debenture stock was 1s onnection with 


cineroa Expenses mnounting to mm 
written off 


compared with on ii 


Acquisitions. 
imsue are also Phe Corporation now 


and 


Veil sid}. 
additions ta) 


owns or controis 
rtant 


the eircuit now Process completion. 
i market value of lls. Gd. 


Asbestos Developments 
Newall, Ltd... have decided to offer stockholders the 
additiona! capital on advantageous 
Lirectors state that 
developments will 


Turner and 
oOpportumty 
In a circular to stockholders, the 
within the near tuture new 
matenalise which wil involve the expenditure of capital sums amount- 
ang to not leas than £1,.500,000. Consequently it is proposed to otter a 
stall proportion ol additional capital to existing stockholders and each 
ordinary stockholder will be entitled to take up one new ordinary {1 
share at a price-of 70s. in respect of every £10 of heicd., 
These new shares will rank part passu with the existing’ ordinary 
capital iti respect ot the financial Starting October Ist next. 
The present issuéd capital is £6,288,202, of which £4,843,933 1s in 
ordinary stock. The proposed issue of 484,393 new ordinary shares 
will bring the issued ordinary capital up to £5,328,.326. The nature 
ot the new developments iS disclosed, they ure expected 
The existing £1 ordinary units 


subseribing to 
iastiect 


eeTtain 


stock 


accelerate the Progress of the coneern. 


stand at S7s. 6d. ex mahts. 


Larger Watney Profits 
Further improvement occurred in the position of Watnev Combe 
Reid and Company in the year to June 30th last. The report shows 
an expansion of £84,802 in net profits to £1.387.931 last vear. otf which 
£350.000. against £300,000, is: transterred to the property and contin- 
£300,000 has been taken 


reserve As Wits the il yen 


from that reserve for bringing properties up to date, the acquisition of 


new propertics ana the Conversion leaseholeds mite treeholds, ete, 
Holders of the £1 units of Deterred stor k are to receive a tmal payment 
of 12 per cent., to make 18 per cent. tor the vear, or 2 per cent. more 


than paid tor the previous twelve The remamimng 


318.334 to be e¢arned forward 1s shelitiv less than the 
into the accounts. The increase in the Deterred distribution came up 
te market expectations, with the result that the price of the £1 units 
The Annual Meeting will be held on August 10th. 


Tootal Broadhurst Lee 

The spinning and manufacturing business of Tootal Broadhurst 
Lee and Companys experienced tore favourable working eonditions mm 
the vear to June 30th last when net profits expanded from F128.081 
to €179.516. The dividend is maintamed at 10 per cent. for the year, 
but. this time £25,000 goes to general reserve, the first allocation. tor 
some vears. That fund now stands at £325,000. Provision tor taxation 
reserve is also larger at £60,000, instead of £44,000 twelve months ago. 
Despite these larger allocations, the sum remaining to be carried 
forward is nearly doubled at £67,085, compared with €37.611 brought 
The balance-sheet shows an expansion in invest- 
P225.705, while cash is up from £429,346 to 


mionths. nrount of 


ssn. brought 


firmed up to Sos. 


into the accounts. - 
ments from £134,783 to 
£455.493. Stock in hand, however, shows little alteration at £705,998. 
The £1 ordinary shares have a market value of Sls. 


“Gold Fields’’ Deal 


An interesting official statement comes from the New Consolidated 
Gold Fields, Ltd., which is controlled by Consolidated Gold Fields of 
South Africa, Ltd., regarding arrangements made between that 
company, H. E. Proprietary and Luipaards Vlei Estate and Gold Mining 
Company. Arrangements have now been concluded whereby the New 
Consolidated Gold Fields will take over the administration of the South 
African interests of the H. E. Proprietary. It is also announced that 
the “Gold Fields” Company has acquired a considerable holding in 
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Luipaards Vier Estate and has arranged to take over the administration 
of that undertaking, both in London and in South Africa. Also 
Liupaards Vlei, which is registered in England, intends to transfer its 
Head Othee lo Johannesburg as soon as the NECESSATY legal formalities 
ean be carned out. Luipaards Vlei 2s. shares as well as H. E. Proprietary 
10s. issue have been active around 20s, and 40s, respectively on the 
expected connection with the “ Gold Fields ” Company. 


Answers to Correspondents 
and references in thie oe are given 
standing that no leqa! or other liabil. reby incurret. Read 
desire anaiwers to financial tue sfions should addresea their nguiries to the 
City Editor, THE JEWISH CHRONICLE, 47/49, Moor Lane, London, E.C.?. 
and these should reach the office not later than first post on Tucsday in cach 


weeh 


on the err; 


fy ia th 


Adrice 


11.B., Sunderland.—The shares might show further improvement if held 
Over a period, \ sale ms Hot at this 

Worriep, Surrey.—The list of investments is quite sound and reliable. 
No alteration sucvested. 

T.K.O., Acton.--The interim dividend statement is due next month. 
The announcement is expected to be the same as a year awo, although it is 
possible that a larwer distmbution may be made for the whole of the current 
veal 

Doris, S.W. lave nothing to do with the concern in question. The 
return i too high to « xpect with salety. 

Tep, Leeds.——The suggested exchange has possibilities and any small 
loss of revenue might be made ny capital appreciation 

Property Notes 
The modern buxtiry flats which have heen, and are heine ere teal 


in the West End and other parts of the Creat Metre rerit otter verv real 
niivantages tor a large section of the rourtoln \\ hereas tive omtort, 
and brightness thy ql home nuke the 
nvental. when the comes tot yettiing out ana about the 
air, the flat has little or no ties on the lady of. the home lhere woa 
Minimum of housework, and the flat 1 e that 


isVv to min. with the result 
\dded ta) thie bree tit the 


there 8 more time tor lersure 
Ornpact convenient home this re are al FF very 
excellent toy Speort and recreation pro, (lect for this resiclent 
example, ome of the modern block ot tlat nave their ow private 
tennis courts and white othe: mot thece fa 
ure at least near some park or open space where sport and recreation 
Hirt avatiable of our reader whe Conte il 
from the outer suburbs of London to the West End and other central 
clistmcts should consult the numerous hose mel estate vert who 
advertise in thie olumns of Dus Jew E week. | 
Johnston Evans advertises in ou property week cdetaile 


ota tine modern house he has for sale in the district. of Hendon Centr il. 
Within a lew minute of the tube and sh | It has four bedroom two 
eption hall. ithroom with Vert kit 
garden and The Sie Is Mi } oinice 


t 5. Wattord Wav. Hendon Central! 


Goldschmidt and Howland inform: us that thev have sold the following 
properties No. 6. Stormont Road. Kenwo “i, an attractive Tudor-stvle 


building site in Nutley Terrace. Hampstead ; and the treehold 
No. Cannon Place, Hampstead 


residence 
property, 


73, Cneklewood Broadwav. N.W.2. have .an 


Lewis and Co., 


absolute bargain for disposal Willesden (reer The pers perty, While 
is in excellent condition. is close to the Met rope nttan KRailwav Statw 
and shops, i modern and = selt-contained, with three bedrooms, tiled 
bathroom, two receptions kitchen, garage, garden ete, 
The price is £840 Messrs. Lewis's ‘phone number is Glatistone 4970. 


Ernest Owers is the sole avent for the sale of a dehehtful modern 


freehold residence in West Humpstead. In a: convenient pesition, this 
house i close to the Metropolitan Station and “bus routes, 1s beautifully 
planned, with nve heclroormn Two receptions hathroom. lounge 
hall, cloakroom and domestic OMices The price ior a quick sale 19 
41.500 particulars can be obtained trom the estate 106, 


Weet End Lane, N.W.6. 


Pritchard. whose katate Office is at 12. Holders Hill Read 


be 


has an attractive residence to let° im this- district. overlooking the golf 
club and course and in an ideal Position Phe pre perty contains tout 
large he dl rooms (wo reception kitchen. hia 


and yirdens Lhe rent is peer CACIUSIVE}, 


See vadges 4 and 5 for Property Advertisements 


Post 
i rice Free 
Bible Readings with my Children. 

By Mrs. Phillip Cohen. 

Fart II. 3rd Edition, Revised 

and enlarged ... os. 3/9 

Prayers for Jewish Working Girls. 

By Lily H. Montagu. 
Handbook of Life. Prayers & Medita- 
tions for Sick & Dying, 2nd Edition. 

Issued by the Chewra Kadisha of 

London with sanction of the Chief 

Rabbi. Cloth bound 2/5 2/9 

Buckrambound ... as 38 
Appendix to the Revised Version 

issued by the Jewish Religious 

ucation Board... 

Dainty Dinners & Dishes for Jewish 
amilies arranged by May Henry 
| and Kate Halford. 3rd Edition ... 2/8 2/3 
 Eeonomical Jewish Book by 
. 


May Henry and Edith Cohen. 
5th Edition. ale 2/2 
' Jewish Cookery Book by Mis 


M. A. Tattersall, M.C.A. we. 


Williams. lea & Co..Ltd. 


formerly Wertheimer, Lea & Established 1820. 
Clifton House, Worship Street, London, E.C.2 


PUBLISHED BY 


"Phone Bishopsgate * 8121-2-3-4. ‘Grams: “ Dalziel, Finsquare, London.” 


. 
i 


| 
i 
| 
an 
i 
| 
i 
| | 
| , 
| 
| 


4 

i 
é 


28 THE JEWIS! 


Jewish Secondary Schools 
ANNUAL SPORTS DA’ 
i \ hat butne tl Park 
last w k | t hy various event 
with considerable: keenin \. Binst ' the School long jump 
record of ta tt. 30 Phe eormpetitive mint between the four houses, 
Carnie Hermie mtmbuted towards 
tt riveairy worn thi veur by 
arr i-e 1) 1 tin Sineld to th 
1 ~ ~ Woe \I miterest i Wil 
taking the Sel rit 
oof te bern \ House on Thursday 
in last week. TI Credit House | wa ented to Hermon 
terry 1 exnan Ra! 1) ‘ pers 1); 
blew tre nm and thanked the 
for their excellent efforts du Bourd ot Ecdlucatron imspection, 
\ lal Sport Hyman Lewis, the 
‘ trie? Seti Libram ble was seconded 
words of | the Senwor Master, Dr. E. Bloom 
the P thanmkect allt tall and pupils for their energetr 
i! trie ts spend them holiday in) 
thre number of contmbu 
tak rain the rk 
Jews’ Free Schoo! Outings 


Vie Vi. Hi, \\ kK 


Incorporated Soldiers and Sailors Help Society 
\PPEAL FOR FUNDS 
Adiniral ‘of the Fleet, Sir Roger Keves, Treasurer of the. hia 
i an appeal for funds on its behalf. ~The Society, with which 
incorporated the Lord Robert Memorial Workshop has tor more than 
ured the disabled and neceessitous men who have, 


| » | Robert \\ rkshop more than 

t hie en have been trammed in new trades. thu 
‘ leapt their i! iain to earn therr livelihood 
rey » extend ti work of the Somety (of which the 
is a there are still thousands of men who 
are prutientiv Tlie’ erviee to the country in broken 
tay Tie | Sil heve- Treasurer, Soldiers 


Help Somety, 122, Brompton Road (Room Tj), London, S.W.3. 


AT RANDOM 
-— 
THE AIR OF FREEDOM! 
\ favourite riddle 
a company of mixe 


asks how would vou prir k out the one Gennuan from 


| nationals “Hie would have the German look, is 
the answer and the speaker illustrates it with nervous backward glane 
lder. a letter to the MANCHESTER Git ARDIAN, 
“WHAT'S IN A NAME 
llow some letters have been addressed to Mr. M. 
of the Jewish Orphanage Mr. Mehays 


over his sho 


Kave, Headmaster 


Head kngineer™-: “ Society for 


the Propagation of Jews”: Jews’ Often Ax and Jews’ Offence 
School.”—From the JEWISH ORPHANAGE MAGAZINE, 


“CURSED HEBREW 

** What is this class learning ’” asked a distinguished and slightly dex f 
Jewish visitor to a Jewish school during the War. ‘* Rashi.” waa the 
answer. * An excellent idea, to teach them Russian,” said the visitor. 

‘What characters are those?” said the same visitor, seeing some 
cursive Hebrew on the blackboard. He was told. ‘** Cursed Hebrew ?” 
he said in amazcwent. 


*.* Contributions for this column are invite’ 
five shillings An item sent by more than one r 
whose ietter is seen first Lhe source of alla 


The sen lers of t':929 1801 will reeeiva 
will be ere dlited to the sender 
LIONS Ce fully stated 


EXCEPTIONAL OPPORTUNITY 


for acquiring share in an Agency with unique prospect of dealing in 


LAND, HOUSES, GROVES, etc., in 


PALESTINE 


Partnership, sleeping or active, would be considered. 
instance, 7,322, Jewish Chronicle. 


Address in the first 


‘an 


WENGROWER (CATERERS) 


FOR ALL 
SOCIAL FUNCTIONS 


Prop.: MAURICE WENGROWER, 55, CEPHAS STREET, LONDON, E.1, 
Tel. Sec.: AMH. 3944. Established 1920. 


OUR MOTTO: QUALITY & SERVICE. 
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Theatre 
“Lilac Time” at the Coliseum 
Famous Schubert Romance Revived 
Let us hope there will alwavs be an auchence, and a very large 
RBerte and Clutsam wove tnteo them popular romance Bin 
eiver, an accurate orchestra. the constant of attraction 
shining gemus of Schubert s tune inventiveness will ively oan 
lessen iti prowel 
Ir the rere “rit Versio rit thie (‘ol 
vastness of the house et back the procuctior 
feet bevond the orchestra thie thie’ 
stentormn mb The t much o 
the rel Schubert. () cooks 1 
rate commedial the tather of the thre tha 
Te there 1 lance m C1 Tria? rin 
reproduces with realistn somewhat out of place the’ uninspired 
rial one W thu en «of in © icy 
woul! perform, ‘and. the closing duet by Mr. and Mrs. Veit conclad 
‘ of erooni orn the ot cd 
thu vit t ostre re 
of the produetrot her ent ever byte 
“ Tovarich” at Golders Green 
Torvanich,” plaved by the whuch os taking it to the rutec 


Stules i> sented thits week at trie 


Harciw K 


at pire 
due to 


hyy Sit min 


are 


the biaved 


Leontovich not unworthy of COMI with these two superh perform 

temperamental features that are so often tound om the K mh Prater 

with its caretiree tThixture of patios and fun, of pa cor) pot 

tuinment The contrast between the timaelu madividualit of the 
Huis lan aristocrat who seen to everyvthu brimtiul of vitalr i i 
the tume, dull and tasteless Parisian bourgeois tatuly wi 

domesti Is The Opportunity 


“ Green Waters’ Goes to Streatham 


One of the most gripping plays ton bye produced in the West 


Waters iw now 


Streathain Hal! 


during the past vear, “Green bee presented with 


its ongcual cast at the Theatre 


\ of thie honate love and ite thiut prc 
lor Sebastialt Shuw to show tits time a 
development, never flinches from the inevitable courses that the voung 
who his lunther and then and talis on ove with his 
brother's wite, seems fate-driven to pursue. Wilfnd Walter gives a rich! 


complete version of a rouwh Scottish fi 
these 


‘Torn Thatcher and Cillian Lind 


Edgar Wallace Play at “Q” 


at the Theatre. the are 
Wallace thriller, “The Green 


as sStaunct are 


he is barburow Qualities. Hist) Ve? 


This week. 


presenting 


Pack,” which is a very. good 
example of the extraordinary skill which that writer attained in a 


style of play which will for many generations be associated 

The leading 
Stanely Drewnrtt, 
To judge by 


with hus 


role is ably played by Wallace supported by 
Jack Allan, Frederick Keen and Josephine Middleton 
the approbation of the solic 
the the 
thriller, 


audience, there is still a 
section of who the particular 
Wallace with its eleverly arranged 
suspense and the unexpected and easy 

Next week, the “Q”” people are 
Lonsdale's 


appreciate technique 


surprise, its well-tuned 
Hashes of humous 

presenting a revival of Frederick 
Sing.’ 


This Week at the Palladium 


It you are one of. those persons with a strong yet discriminating sense 
of humour who can never have too much of Stanley Holloway's delightful 
entertainment, you will greatly enjoy the Palladium this week, where he 
is in high form. He is off soon to Hollywood, where he is going to be the 
star amusement purveyor in a cabaret. 

Those recall Rimaec’s Rumbaland Muechachos.. in Cochran's 


Follow the Sun,’’ will not need reminding of the tremendous energy of 
this Cuban band. 


“Cananes Sometimes 


who 


They are a tonic for the energetic and a spur to greater 
effort. Another notable item on the Palladium programme is the amazing 
acrobatic performance of the Gray Sisters while Gypsy Nina, the operatic 
accordion player, shows just how much can be got from this oft-misused 


ae rument, Max Miller is a very popular turn who has won fame on the 


G.J, 


| 
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‘CONCERTS, Ete 


QUEEN'S HALL, B.B.C. PROMENADE CONCERTS, 


Sat. Aug. Sth and Nightly at 8. 


Conductor: Sir HENRY J WOOD, 
B.B.C. SYMPHONY ORCHESTRA. 
Full Programmes now reaty. Tickets to 76 at 


Broadcasting House (WEL. 4168) & Ch ippell’s, Queen's Hall LAN, 2823). 


THEATRES. 


WEDNESDAY, 12,at8.15 Subdseaventty 2.30 & 8.15. 


First Appearance in Fr 


DANTE MYSTERY 


86 to16 Children Half Prise except Gallery) 


ALHAMBRA 


Leicester Fa... W 
Whitehall 


COLISEUM, Charing Cross 


Tem. Bar 3161. Evgs. 8.15. Mats., Weds. Thurs., Sats., 2.30. 


“LILAC TIME”’ 


HELEN GILLILAND, CHARLES MAYHEW, MAURICE 
ag’;OISLY, MARIA MINETTI and GEORGE GRAVES. 


ALDW YCH. hve nines Tues, Wed... 2 pth Tem. Bat H404, 
MARY CLARE in “AFTER OCTOBER.” vy Rodney Ackland. 
APOL LO. 8.30. Mats... Wed. & Sat.. 2.30 THE FUGITIVES. 


Marion Lorne and Walter Hackett's Production. (Gerrard 2663), 


“DUSTY ERMINE.” 
WILLIAM 6th month. 


COMEDY. (Whi. 2578), 8.30 L06S., 2.30. 
LEONORA CORBETT, DAVID HORN] 


mody, SPRING TIDE. 


DUCHESS (Smoking Wed. PAL. 
ARTHUR SINCLAL! (TEM, BAR ®243), 


LOULISK HAMP rON 


GLOBE Ger. 8.15. Mats., Weds... & 
IRENE BROWNE & OWEN NARES in “CALL IT A DAY.’ 
HiPPODROME. Ger. 3272. Wice Nis 6.25, 9.0, Jack Waller s 

NO! NO! NANETTE ° With Clifferd Mollison, Shaun Glenville. 

Phyllis Monkman, Barbara Vernon. 6.25, 1/6 to 9.0, 16 to 10 6), 
PRINCE'S. Tem. 6596, Kvgs.. 8.10. Mats... Wed., Sat... 2.30. 
GORDON HARKERin ** THE FROG,” by lan Hay and Edgar Wallace. 
QUEEN'S. Ger. 4717. (l,as st week). Ves. 8.30. 


Marie Ney and Frank Vosper in "LOVE FROM A STRANGER.” 


ROYALTY. 


Nicholas Hannen, 


Athene Seyler in WiNTER SUNSHINE. 


STRAND. Eves. 8.30. Wed., Thurs., 2.30. AREN'T MEN BEASTS! 
Robertson Hare, Alfred Drayton, John Mills. (TEM. BAR 2660), 
(Tem. Bar 1445). HEROES DON'T CARE. 


Matinees, Tuesdays & Fridays at 2.30. 


ST. MARTIN'S 


kvenings at 8.40, 


W HITEHALL. (Whi. 6692). 8.30. Mats. .Wed.,. Sat... 2.30. 
ANTHONY AND ANNA by BL. JOHN ERVINE, 


NON-STOP RE VUES VARIE TIES 


— 


Week Commencing August 10th, 


Holborn Empire 


6.30. The Famous American Screen Stars 9.0. 


BEBE DANIELS 
& BEN LYON 


BRADLEY MARTIN: 
EARLE & FORTUNE ror: 
A. C. ASTOR 


MURRAY and MOONEY: 
CONNOR & DRAKE ; TOLEDO, ELLY & JOAN 
LILY MOORE: BORSTAL BOYS: TOGO 


BOX OFFICE OPEN 10 to 10. HOLBORN 5367-8-9 
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(Smoking), - 


PALLADIUM. Gerr. 7373. 6.25, 9. Mats.: Wed., Th., 2.30 


Bic 
VARIETY 


PRINCE OF WALES. 2—11.30, —18.—5s. plus tax. Bookable 8/6 ine. 

“ GILLIE POTTER, Retta Rey & 50 Girls, “BEAUTE DE FEMMES.” 

__ Gorgeous in the extreme. “SHE STAR, 549th performance, Aug. Sth. 

W INDMILL THEATRE, Piccadilly Cire. Ger. 7413. bth year, 
“REVUDEVILLE.” No. 80. 

Cont. 1.30 till 11.30. Doors open 1.15. Last perf. starts at 9.30 nightly. 

“SURF GIRL NUMBER,” ist WEEK, Comm. Mon., 10th Aug, 


CINEMAS. 


AMBASSADOR — 


Aug. 9th Little Sho’ Man of the Mon. ent a). 
Monday, August 10th, for G days. 


Will Hay in “WHERE THERE'S A WILL’ with Gina Malo 
“The Preview Murder Mystery’ ‘* Reginald Denny & France; Drake 


STOLL PICTURE THEATRE, Kingsway 


Week of Aug. 10th DOORS OPEN 11.45 a.m. (‘Sundays 59.m.) 
Franchot TONE and Loretta Young in 


“THE UNGUARDED HOUR” 
Will Hay in““WHERE THERE’S A WILL”: 


ACADE MY CINEMA 
‘SCARLET RNEL” iA) & 
Comm. Mon... Ang i: “Ghost Goes West” 


Oxford St Ger, 2ZY9SI, 
“BREWSTER’S MILLIONS” 
"Ese ape Ve Necer 
CARL TON. (oont. trom bin Rhy on 
4), with Frances b Burns! 5 Song Hil And Mary 
\s ‘And Se Thes Were From) 6till 1 ¢ 40). 


DAL STON Picture House. Next Wk. WILL HAY in “WHERE THERE'S 
A WILL" ja). li inald Denny in “The Preciew Murder Mystery 


EMPIRE, Leicester Square. 3rd week. Clark Gable, Jean tte VV Donald, 
Spencer Tracy in “SAN FRANCISCO 


HAMME RSMITH Gaumont \ ist LOL. 
WILL HAY in “‘WHERE THERE’ A. WILL" HUGH 
WAKEFIELD in “THE CRIMSON CIRCLE 
LEICESTER SQ TH IRENE DUNNE, ALLAN JONES, 
PAUL ROBESON in “SHOWBOAT OF 1936 
L Galdora Green peedwell 
Monday. Aucust 10th. for 7 day 


“THE UNGUARDED HOUR" * Loretta Young, Franchot Tone 
“LOVE ON A BET’ '’ Gene Raymond 


LONDON PAVILION Ger. 29-2. \L JOLSON in 
‘THE SINGING KID” Also “INJUSTICE,” 
VALE. Picture Mi Am t Oth “THE 
GUARDED HOUR’ “HAPPY DAYS. ARE HE RE AGAIN 
MARBLE ARCH PAVILION Mavf. 5112. Whkdvys.: Con, 12.30—11. 
Sin. Doors 5 p.m. CHARLES LAUGHTON and (LARK GABLE with 


PRANE HOT TONE in “MUTINY ON THE BOUNTY” Also Col, 


Cartoon ( The Old Plantation”): Gaumont-British Ni 


W Reg. 8089: Wkdys.: Con. 12 
CUMMINGS in 
‘* Modera Madness 


NEW GALLERY, Re tent Se 
Doors 5 p.m. EDMUND LOWE, ¢ 
“SEVEN SINNERS Guv Nibbee, 


NE VICTORIA. Vic. 2514.. Sun: Doors.5 p.m 00 sts., - 
1.30:. Comm. Sun., August THREE? Will 
Miriam llopkins rie Oberon, Joel MeCrea).. Mary Boland, Chatrlio 


“EARLY TO BED” iv). © Stage : Don Rico. 


PARA MOUNT Rd.}. ‘‘Forgotten ‘‘Now & Forever”) 
Sts. Sun. N Francis Lederer, Ida Lupino, Roland Young. “ONE 


RAINY AFTERNO IN iv). Zane Grey's Stg¢. Show (Wikdys). 
s DRAKE, “AND 


Rugeles : 


ph SCOTT, Franc 


LAZA. Cont. from 10.15). 


SUDDEN DEATH, Pictu ~ \ \ ivid Wa nine’ A. 
Gitta -ALPAR, “GUILTY MELODY with John Lod Nils Asther (A), 
1 6 till 1 o elock., Suns. 5.30, 8.30). Whi 


REGAL, ble Padd. SHIRLE TEMP! Guv Kibbee, 
Slim Summervil “CAPTAIN JANUARY | . Someone at the Door A} 


‘Where a Will” {A}, 


REGENT, tl Aug. 10th, 6 days. 
hi Wal lal, 


Will Hay, Gina Malo. “The Crimson Circle” ‘A', Hu 


DIO, Barking. Aug. 10 wk. Edgar W allace’s “CRIMSON CIRCLE” and 
Shirley Te imple, 


“GIRL IN PAWN.” taze: 4 Great Acts. Orchestra. 


RIVOLI. Whitechapel August 10th. WILL HAY, “WHERE 
THERE'S A WILL” (A). ANN SOTHERN, “PANIC ON THE AIR’ (A), 


10 wk. ‘Edvar Wallace's “CRIMSON CIRCLE ” 
“DIRIGIBLE. * Stage: 4 Big Acts, 


‘ AVOY., Vals. Pk. Aug. 
and by request, Jack Holt in 


STUDIO ONE. San: next Fr ritz Lang's TESTAMENT OF 
DR. MABUSE” and “SONG OF CE YLON.” 


IVOLI, Strand. Tem. 5625. Sun., Doors 5 p.m. Wkdys.: Con, 12-11 p.m, 
1,000 seats 1/6 (11.45—1 p.m.,). RON ALD COLMAN, CLAU DE TTE 
COLBERT, VICTOR McLAGLEN, “UNDER TWO FLAGS’’(A). 


TROXY. Will ‘WHERE THERE’ A WILL” (A). Reginald 
Denny, Frances Drake ‘‘Preview Murder Mystery” (A). Stg: 3 Big Acts. 


THEATRES, HALLS, etc., FOR HIRE. 


0 LET FOR WEDDINGS, etc. Newly decorated Hall Piccadilly Cireus, 
Apply MAC’ wCLue, Great Windmill St., Piccadilly Cireus. Gerrard 2491 


THE NEW QUEEN'S RECEPTION ROOMS 


79, QUEEN’S ROAD, BAYSWATER. 


IDEAL FOR ALL FUNCTIONS, 
BAY 5392, 


Write or ’phone for quotations, 


a 
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Cinema 
Premieres 

“WHOM THE GODS LOVE'’'—Curzon, Curzon Street 
Certificate) 

A-soociated Talking Pictures have made here an ambitious attempt 
to present the domestic life of Mozart and his wite, Constanze L fist 
the attermpt has failed, in so tar as if eompletely lacking con- 
viction and the asential cor ereen, may be due to two 
causes: tha script and the direction The serpt is obviou 
imaginative, tut iS esented, becot A rk of trifle whieh 

not build a recognisable portrait of the beloved musiman Phe 
cirection seems uncertain Treat ibject and tries every 

for the tite of tir ‘ oF Pa 
Nin ber rd Paun the M rt 
tute, Sa ernest Irvir ed the musi 
mes well known on. the morcert Piatiorm 
Victona Hopper. plays the part of Constanze, Liane Haid appears 
hey iste Aloysia Lanter Live Prince Lopkowitz and 
Mozart hbimselt is played by Stephen Hagvard sereen story is 
by Margaret Kenned: and the p uction and direction are in the 
hands of Basil Dean 

Tue Sincinac Kip, with Al Jolson and Svbil Jason, is at thi 
Lomion Pavilion 

RHYTHM ON THE Rance. Bing latest effort. is at the 
Clariton 

The Plaza has AnD Suppen Deatu and Guitty MeLopy 

COn premiere riinis SHOW BOAT 
Square TPheatre Two (Tivoli): SEVEN SINNERS (New 


Gallery); San Francisco (Fanpire, Leicester Square); and Carratn 
Jaxvcary (Regal, Marble Arch). 

ON THE Bot NTY @eontinties exclusive run at the 
Areh Pavilion 

Other exclusive showings include Rainy AFTERNOON (Para 
mount. Pottenham Court Road): Turse Turee and Earty ro Bep 
(New Victoria): and COLLEEN and LivinGc (Astoria 

Tue Guost Goes West and Escarre Me Never are 
Academy. 


revived at thi 


DANCES, Ete. 


HAMMERSMITH PALAIS®& 
ROMANY BAND. Afts. 3-6 1/6 incl. Tea. ROY RICHARDS & HIS BAND. 


MON.. Aug. 10: POPULAR NIGHT. 8-12 FRIDAY: DEMONSTRATION WIGHT. 
Stan Atkins. Guest Band. Alex Moore and Pat A ilpatrick 
TUES.: SPOT PRIZE NIGHT. ] ty Aliso OPEN WALTZ COMP. 68-12. 2/6. 
WED.: DANCERS’ NIGHT. SATURDAY: “DO AS YOU PLEASE” NIGHT. 


THURS. : 8-1 am. Licd. 8-12. 26. Fully Licensed. 
Hats, Caps and Novelties 16. Guests 2 - 


ORCHESTRAS, Ete. 
PHIL. GREEN’S ORCHESTRAS 


Incorporating 
“The Ballyhooligans,’ Don Miguel, The Five Bright Sparks, etc., etc. 
Recording Stars for Parlophone, Columbia and H.M. V. 


YOUR FUNCTION NEEDS FIRST-RATE MUSIC & ENTERTAINMENT 


LET US QUOTE FOR IT. 
Write or phone; 121, Brooke Road, N.16. "Phone: Clissold 2537. 


FOR HIRE 
The ASSAM GARAGE 


FOR MODERN DAIMLER WEDDING CARS 


LIVERIED CHAUFFEURS INSPECTION INVITED 
ASSAM STREET. WHITECHAPEL, E.1 BIS, 2696. 


— 


WINCHESTER HOUSE SAFE DEPOSIT 
Safes and Strong Rooms to Let. 

Sealed packages received temporarily at moderate charges. Write for pamphlet to:— 
THE TRUSTEES CORPORATION, LIMITED, 


Winchester House, Old Broad Street, London, E.C. 
Telephone: London Wall 3471 Telegrams : “ Edifice, Stock, London” 


For All Classes of Insurance 


H. K. SPENCER (Insurance) LTD., 
2829, Cheapside, E.C.2. City 1597. 
House and Life Endowment a Speciality. 


lie Doug lad Ltd, 


15/17, Baker Street, Portman Square, W.1. 


Gentlemen’s Tailoring under the Personal Supervision of 
Mr. H. P. Stanley, formerly of Kilgour & French. 
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General Releases 


“THE UNGUARDED HOUR'’'—Stoll Picture Theatre; Lido. 
Golders Green; Ritz, Neasden; Maida Vale Pictura2 House; Savoy 
Westway ('‘A"’ Certificate) 


Adapted from a play which wa 1 recent Sti ess in the West En 


of London, tin for beast the tiation of thie whi 
‘ whieh he clare revenil, rewil ling her hana 
current case "Thee pct m oite remarkalyty 
and occasionally rather stupid: but the production is below. the best 
-( \i Franchot I etta You itisiactoyl 

The Lido. Ritz and Savov ha Jeo Love on a Bet, while Harry 
Days are Here AGain ts at the Maida Valk 


“WHERE THERE'S A WILL''—Ambassador, Hendon; Stoll Pictur? 
Theatre; Dalston Picture House; Hammersmith Gaumont Palace; 
Regent, Stamford Hill; Rivoli, Whitechapel; Troxy, Stepney (C'A’’ 
Certificate) 


the pros ert cirect Dive filn 
An Mr. Hiiy and his public 1 
tr rial | } ‘ wit! 


“THE PREVIEW MURDER MYSTERY''—Ambassador, Hendon; 
Dalston Picture House; Troxy, Stepney (''A’’ Certificate) 


4 
he } invie rm if tive | wi Lisp 
tri tel 


“THE CRIMSON CIRCLE” Hammersmith Gaumont Palace; 
Regent, Stamford Hill; Rio, Barking; Savoy, Valentine's Park ('‘A” 
Certificate) 


an Lite cree versio Wallace mivatery, 
festumng Hugh Waketimicd Alired? Dravton beers 
Dupre "Dhe tory or eis the efforts of Scotland Yard to break up 
in organisation: known as. ‘The. | Circh | hief activity 
is blackmail, and how thev are eventual necessful, after a number 
Or have proved wortiiie the ing on a in the 

Kro GIRL IN PAWN willie is ii 

THe AND Dancer MAN the progranuine 
t the Blephant and Casth 


BRITISH 
SATURDAY, August Sth 


National: Onentng Night. of the Promenade Concert \ntomeo Brosa 


Northern (440.1 metre Harrogate Orchestra, conducted 
{ 


pisode.” by doseph 

Envleman, ** Fingerprints,”’ plaved and composed by Harry Enuleman. 
Remonal (342.1 metres) Arthur Bet Pianotorte) Scher 
Zine, Ben : Records: by Leon. Croossens Oboe), Lener 


(Violin). Viola) and Harta ‘Cello) 
WEDNESDAYS August 
Rewonal: Rawiez and Landauer, Prunotorte Duettist 
THourspay, August 
National: Ralph Elman Sextet 
FOREIGN 
To-pay, August 7th 
1.0 pan. Warsaw (1,339.3 metres): Violin and Pianoforte Recital by 
T. Klemm and H. Dickstern 
Turspay, August 
9.15 pam. Strasbourg (349.2 metres): La Charmante Rosalie,” 
Operetta, music by Henn Hirschmann. 


[By courtesy of the B.B.C. and Wortp Rapio], 


Contributions to “ The Jewish Chronicle” 
LETTERS TO THE EDITOR, Ete. 
NOTICE 

LL Letters and Contributions (other than official letter 
appeals, etc.,on behalf of Institutions) should be EXCLUSIVE 

to THE JEWISH CHRONICLE. They are considered for publication in 
good faith on the understanding that they are not being sent to 
any other newspaper, and this is made a strict condition of their 
insertion. Prior consideration wiil be given to letters which are to 
appear over the writer’s signature, and not a pseudonym only. 
Anonymous communications will not be considered. All Contri- 
butions should, if possible, be typewritten, and in any case written 
on one side of the paper only. Letters to the Editor must be concise. 
No answer can be guaranteed to any Communication, nor can 

an undertaking be given that Manuscripts, etc., will be returned. 
But where possible they will be, if special request is made, and if 
the Manuscripts are accompanied by a stamped, addressed envelope. 
All Communications, other than Advertisements, should ba 


addressed to THE EDITOR of Tug Jewrsn CHRONICLE, 47/49, Moor 
Lane, London, E.C.2, and not to any individual. 
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BOARDING ESTABLISHMENTS, Etc. 


The h r t any thie tal nts not t he by the appearance in | Hk J EWISH Ci he LE 0 lvert 


Broadstairs Cavendish Hotel 
GRANVILLE ROAD. Tel.: 59. Off Sea Front. 


fined Jewish Hotel. Highly recommended for « | 
parate arrangements for children. Specia alter Aug 

residents. Prop i 


Broadstairs College, 22, Victoria 


(Facing : Sea and sendetand). 
Mrs. Sherman, of ‘THE LIMES," wishes to sha he 
«ned at the above. Strictly Orthodox, Min y Tecomm “nde for excellent 
cin ine. lelephonse 


Buxton Somerford Fiouse, Terrace Rd, 


$73. Finkelstei: Private trietiy 
lox. Old estah. Min. Stn. & Baths. tuaied. Sunny 1 tion 
oaned tee ak & home comforts: Personal supervision. H. & ¢ 
lw water & gas fires in bedrooms Non-residents catered 4 ' 


Buxton MAZAL,” EXETER HOUSE. 


TE RRACE ROAD. ‘Phone: 


Ciass Re sidential Hotel. Stu ctly Orthodox Near Stn... Baths. Gdas_ et sunny 
Lotty be drooms. Slumber-down beds. Il. & innin iter all bed 
Non-residents catered tor. lerms molerate. Proprietres virs. B. Morris. 

Clacton- on- -Sea Four doors Sea Two mins. Pier and Bandstand 
ELGIN,’ 11, TRAFALGAR RD. 
Most delightiul spot in Clacton. 20 year inrivalled exneris 
est var ied cuisine, comfort, satistacti: euaranteed 
ns two weeks Au stand Se. t be? Ph 


Folkestone CARLTON 


INAUGURATION OF NEW EXTENSION. | Beautiful Lounge. 


ea front, & c. water. 

Harrogate “ REFUAH,” 136, | Drive. 
‘Phone: 5356. 

(werlooking the Valley Garden: Strictly Orthod Ox Hot J ter F 


Sep arate tables. 
Prop.: Mrs. S. Lipman. 


“LYNDHURST,”’’ 142. Valley Drive. 


ve ry comfort and 


ag » Gardens, etc. & c. running water in all bedro Sep. table book 
now at reduced terme Personal super \Ir Dirt 
H i HOSSICK'S PRIVATE HOTEL. 
arrogate seecu ViLta. 1. ESPLANADE. 
The oldest renowned up-to-date Orthodox Hotel looking over iy. Minute Pump 
Rooms and Baths. H. &c. water and gas fires in all bedrooms. Separate tables. 
Telephone 267211. Prop.: I.. Ko 


ENGLANDER’S PRIVATE HOTEL, 
Harrogate VALLEY DRIVE. Tel.: 2372. Est..33 years. 


>trictly Orthodox. Facing Valley Gardens. and Moors. Non-residents may join at 


meals. Hi. & C. water im all bedr 


COURT, 


A delightful Private Hote’, overlook: gS! Min imp Koom 
and Baths. H. & c. water a! ad be ating in all bedroom 
Fxcellent.cuisine. Strict y Orthodox. Open to non-resider 


Hove “Mrs. Ada Apfel. ersonal supervision 
“APFEL LODGE, 7, BRUNSWICK TERRACE 


Tel.: Hove 4C2 London Tel.: ©! id 22419 (between 10 am. ando p.: 


Ok THODOX. 
FACING SE: EVERY MODERN COMFORT. 


ELECTRIC LIFT TO ALL FLOORS. 


1 Minut 
Mrs. TROUBMAN, 27, FIRST AVENUE, HOV! 
Strictly Orthodox. Lift & cent. heating Moderate terms for per'manencies. 
Meal on-residents 


Hove (Brighton) 28, inoaD, 


MOST COMFORTABLE MODERN HOUSE. GARDEN. sr ate tal and coid 
ate all bedr 3 Orthodox. Liberal cuisine, mins. {1 
hone: HOVE 382811. 


Miss Sutton. Ph 
“THE LAURELS,” Tele.: 6308 
Llandudno PROM ENADE 
loor.. Hot 


serry’s Orthodox Modern Up-to-Date Hotel. Solar.um ‘ounge 
cold water in every tedroom. Noted for excelient « isine and comfort. Fine 
position on centre ot promenade. 


Liandudno fetes coo 


Lazar’s Strictly Orthodox Hotel. The largest in N. Wales. Noted for home¢ coats rts 
and excellent cuisine. Premier position. H. &c. running water, Now booking at 
moderate terms, Under personal supervision. 


Llandudno _ LEVENTHALS PRIVATE HOTEL, 
13-14, CHURCH WALKS. 'Phone: 6510. 
Strictly Orthodox. Lounge, Dining, Drawing, Private Sitting rooms & Bedroom on grad, 


floor. Noted for cleanliness. Best catering. Near Pier, Happy Valley, Golt L. Jinks and 
amuse. Seaview. Garage. Mod, terms. Private apartments in off season. Estab. 1901. 


Llandudno MARIEVILLE COURT 


CHURCH WALKS 
forevery comfort & convenience, combined with exc. cuisine & perfect service. H. &c, 
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Town and Country. 


sements of them. 


‘LERNER'S PREMIER HOTEL 


& “W> Hestaurant. Tel. : BLA 


Manchester 


The hon noted — 171, HEE THAM H LL ROAD, 8. 
by commercials and the str uy obser for very fresh food. every 


LEWIN’S, “Norbury Court,” 


Margate 36, Gordon Road, CLIFTONVILLE. 


‘ly recommended. stablished 19 ne & every 
Se al. Per VERY LOW — 


ecially reduced for September). ‘Phones: Marvate 2065. or! ivswater JOos. 


“CLIFF COURT,” 


Margate 16, NORFOLK RD., Cliftonville. Tel.’ Margate 1168. 


water in all bedrooms, Moderate te Kosher. 
Proprietors: Mr. & Mrs. H. Angel. 


Margate SAVOY HOTEL, 


SURREY ROAD, CLIFTONVILLE. 
MARGATE CHEERIEST RENDESVOUS! Orthodox. EVERY MODERN COMFORT, 
hi. & ¢ WATER ALE BEDROOMS VARIED CUISINE. CLOSE. PALM BAY. 
MR. & MRS. JOSEPH TAUB (nce Martha Green). 


Hot and cold runn ing 


PHIONI MARGATE 218. 


€:ient cu ine, A irce ne room, 
ouslounge. Airy bedr is. H. Ac. waterona nder persona pervision 
of Mr. & Mrs. Ben Myers. Caterer for al! functior Orthod 


Margate . THE ALBERT HOUSE (PRIVATE HOTEL), 


Recommended by o ts as one ot the m dences with every modern 
comfort & cold water in all ng sea and Ques 
Ground Floor Bedrooms. Garace. Personal!y supervised by Mr. & Mre.S. 
Mal BANK HOUSE HOTEL, 2, 
ary a E. Te 
sea X ten! rt 
running iter. ng le ed. Strictiy “Paci 
Lofty bedrooms. Personal supe n, 7 kK Mrs. A. Cravit 
M t Noted Private Hotel, WINCHESTER COURT. 
arga e Ss" 50, NORFOLK ROAD, CLIFTONVILLE. 
Strictiy Orth OX. All fitted h. & c. Unrivalled cuisine. 
tabies mi ea “front M \l. Apfel, 
“BABIN 
Margate 
ATHELSTAN ROAD, CLIFTONVILLE Phe la thodox Ho flor a pert 
A few vacancies for 2nd, 3rd & .4th weeks in August & 
Non-re dt catered tor. ersona! & M 4. Gora 


“Morden House,” 
5. Ethelbert rescent, Cliftonville, 


Margate 


Strictly. Orthodox. Hl & c, water in all beds grt 
on s¢ front. Centre of all amuse nis a facing s tn 
direction of Mr Mrs. H. Lazaru ‘ AFADANC arlic catered ior ic largate 66 


Margate 


at 


CECILIA HOTEL, 24, DALBY SQUARE. 
Clittonville, Facitige sea. tennis courts. Excellent 


DORCHESTER COURT HOTEL, 


ETHELBERT CRES., CLIFTONVILLE. 


DIREC ON SEA Fi ung iter-in all ro Str; y 
Orthodox. Moderate terms. Prop. : B. & D: EDGARD. Tel. : ‘Marzate 657 
t “GREENVILLE HALL.” 
larga Cc 39, Harold Road, Cliftonville. 
nf alled cul com (ort COX. ont 
Bessie Sharpe, of Dubiin}. ‘Tel.: Mar 


Margate : “CUMBERLAND COURT,” 24, Ethelbert Crescent, 


CLIFTONVILLE, ADJOINING QUEEN HIGHCLIFFE HOTEL. 
hot & cold ater. DIRECTLY 
ON SEA FRONT. Strictly Orthodox. REDUCED rERMS FOR 


MIDDLE AUGUST. Mr. & Mrs. S.: Green. Tel Ma 


“PROVIDENCE HOUSE,” 
Margate GODWIN ROAD, CLIFTONVILLE. 


Orthodox Boarding Estab. One minute from sea and Oval Ee 
lle nt cuisine Normre tor. Mods rate terms. Bo. king 
season. Props. : Mr. & Mrs. A. Morris. hone: Margate 1311. 


St. Anne’s-on- ‘Sea AISHEL Court >>" 


PREMIER Orthodox Hotel. Oppos site pier, ACME of SERVICE and COMFORT. 
H. & es running water in every hedroom., FREE PARKING, A few Vacancies 
in August. Reduced charges for September and High Festivals, Now booking. 


10, NORTH PROM. Tel: 1387. Mrs. W. BARNARD. 


St. Anne’s most popular Orthodox Hotel. Finest position on sea front. Fitied with every 
modern convenience. Most bedrooms facing sea. Free car park & garage in own grounds, 
Excellent cuisine & individual attention. Tariff on application. Mrs, H. E, Freedman. 


T raua HOTEL PLAZA 
0 gq y For a marvellous holiday come to Hotel Plaza and see 


regattas from the lawn which overlooks Torbay. Sun lounge. Spacious grounds, 
H. &C. Orthodox. Meat & Poultry from Piymouth. Ex. cuisine, lavish. Perfect service, 
Highly recommended, Non-residents catered for. Tel.: 4400, Reduced terms Sept. Prop , 


water throughout. Spacious ballroom, Beautiful gdns, 3 mins, Pier & New Winter Gdns, 
Strictly Orthodox, Prop,; Mrs. H. Meyers, Tel.; 0404, 


Continued on page tii. Of covers 
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THE JEWISH CHRONICLE Ou Nn | srqel 
(Children’s Section.) > 
at the close of the national history, what do we Racnuet Rasinowrrz, Tel - Aviv. I am 


Matthew Arnold 


By AUNTIE 

HE other day I was listening on the 
wireless to a talk by Max Beerbohm 
on recollections of his vouth, in 
which that great caricaturist recalled 
for us some of the great figures of the Victoran 
era whom he had seen in his youth. One point 
he stressed. and that was how soon some of the 
people who strut proudly across the stage of 
human affairs pass into oblivion, so that ther 
names convey little or nothing to a generation 
or two after they have gone. Among the great 
figures of the late Victorian age was Matthew 
Arnold. He died in 1888. To many he ts 
nothing but a name. I have met people whe 
knew him personally. As both the man and 
his work are of interest to our people I make 

no excuse for saying a word about him. 


THe INSPECTOR 

Matthew Arnold, who was born in 1822, was 
a son of the Dr. Arnold, Headmaster of Rugby, 
immortalised in “Tom Brown’s Schooldays.” 
For thirty-four years he was an Inspector of 
Schools and was often at the Jews’ Free School, 
where he met, among other leading communal 
figures, several members of the Rothschild 
family. -The intercourse was of mutual benefit. 
We may be sure that these contacts had some- 
thing to do with Arnold’s deep appreciation of 
the beauties and moral purpose of the Old 
Testament, about which I shall have a word 
to say presently. 

THe Porr 

Matthew Arnold was also a great poet. His 
Biblical studies invested ~ his poetry with a 
strong strain of Hebraism, but it was to Greek 
models and thought that he turned for both 
style and inspiration. He was thus a link 
between the two great sources of human moral 
and intellectual power and was one of the most 
successtul* who have attempted this union or 
reconctiation. In late years Arnold’s poetry 
has received an ever greater meed of recognition 
for its beauty of form and purity of style. As 
a critic, too, he was eminent and, indeed, may 
be regarded as the “ father ” of modern literary 
eriticism. | have touched bnefly on those 
elements of the man and his career to lead up 
to what, for us, is his most interesting work. 


LITERATURE AND 


Arnold wrote two tmnportant works dealing 
with the Bible. The first of these was called 
“ Literature and Dogma.” I do not think I 
shall be misrepresenting its main purpose if I 
say that it sought to free the Bible from the 
theological net that enmeshed it, to give it to 
the people as a great literary and = moral 
treasure, and not to leave it merely as a little 
consulted text-book of dogmatic religion. In 
carrying out this task he rendered an immense 
service by revealing the greatness of the Old 
Testament; and it is well in these days, when 
the Old Testament is being decried, to look 
back at the writings of Arnold and his fine 
tribute to Israel, “ the bringer-in and defender 
of the idea of conduct, Israel the lifter-up to the 
nations of the banner of righteousness.” 


Gop AND THE BIBLE 


Arnold’s second work, “ God and the Bible,” 
is a development and defence of the first. I 
have space only to refer to one passage in this 
book in which Arnold contrasts the decline of 
Greek religion, as the Greek national greatness 
declined, with a very different story so far as 
the Hebrew race was concerned. “The Hebrew 
people and Hebrew history, when they begin, 
begin, like the Hellenic people and like Hellenic 
lustory, with a religion of soberness and 
righteousness. And the after-decline of this 
religion in Greece we have seen, But in J udaea, 
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find to be the condition of this religion? Has it 
weakened, has it grown obsolete, has it fallen 
out of sight and out of mind? So far from it, 
that it has grown into an enthusiasm, turbid, 
passionate, absorbing and all-pervasive, to 
bring in everlasting righteousness.” Why do the 
Nazis not read Matthiew Arnold? 


THat GLow 

Have vou felt the glow yet? Just under £6 
is required to complete the Sunshine Fund. 
We have promised that the lamp tor the babies 
at the Jewish Maternity Hosmtal shall be a 
Rosh Hashana present. Tune is running short 
Do not disappoint them and me. While on 
holiday do not forget the Fund. Roll up with 
your shillings and sixpences. A very charming 
wift this week is from the nursing staff and 
patients of the Jewish Home of Rest, to whom 
1 am very grateful. 


YOUNG ISRAEL LETTER BOX 
AUNTIE’S CORRESPONDENCE 


Ena Kenner, Forest . Gate.—I was much 
interested in your Jetter. Yes, I have read some 
of Rosenberg’s work and know one or two people 
who were his intumates. It ts sad that so promis 
ing a career should have been. cut short. 
‘* Relativity © always enters into competitions. 
A ** very-good ** may be beaten by the * bit- 
better.’ Yes, the Sona senes generally 
popular. [ hope to find room. soon for another 


sketch. 
Kate Macnus, Stoke Newineton.—I am glad 
the certifieate was safely received. I hope to 


adopt your suggestion. The Bowl of Oil story 
seems to have pleased several readers. 

M. Siiver, Luton.—The iwformatiwon you 
require is set out in the JewtsuH Year Book. 

FANNY Stein, Amlwch.—Now that you are 
about to start a new stage of your career, I send 
you my best wishes. I set high hopes pn you, so 
do not disappoint me. 

Racwe. Amlweh. I should lke to have 
been in the wigwam. You certainly choose some 
mce names. 

Reneé Atias, Whitechapel. 
League! I do not encourage anonymous corres- 
pondents, and in the Exchange they are 
absolutely barred. It its a pleasant and 
instructive hobby; by all means go on with it, 
even if prizes are elusive. Many thanks for your 
gifts 

Sanpy Birksann, Bantry, Co. Cork.—I am 
glad to welcome a new Irish nephew. I arm just 
wondering if the censor has been at work on vour 
biography and taken out all. the interesting bits. 

Joun J. Davies, Stamford Hill.—Write to the 
Hon. Secretaries at the Home. The ful! address 
18: Holiday Home for Mothers, Babies and Con- 
valescent Children, Rose Bank, Lymm, Cheshire. 
Convalescent children are admitted from: October 
to May, but I would point out that this is an 
institution serving the Manchester Community. 
Write to the Secretary, Jewish ‘Board of 
Guardians, for particulars of convalescent 
facihties in London. 

EsTe.te Frerstone, Cricklewood.—Perhaps 
the spelling frightened her. Try again. - Tell 
“‘Ahce Through the Looking Glass’’ that long 
words like “‘correspondence’’ and ‘‘competition’’ 
are printed every week in ‘‘Young Israel’’ and 
she must be a bit careless. 
welcome, 

HaRoLp Franks, Manchester.—I am pleased 
to enrol you. I hope you will soon be able to 
dispense with the services of a ‘‘secretary. 
Many thanks for helping our Babies’ Fund. — 

ANITA Kann, Johannesburg.—I am delighted 
to welcome another South African niece. Give 
my love to Sybil and tell her to write to me. 
Make it payable to Tar Jewisu Curonicie. I am 
inserting your request. 

Rura Durham.—!I hope you 
enjoy the camp. Tell me all about it. I have 
duly received your entry. 

Miriam Levine, Capetown.—I am sorry to 
hear the certificate was roughly handled in the 
post. I will send you another. I can well under- 
stand your having been impressed by the address 


1 I have often heard him. 


of Professor Brodetsky. 


Our Habonim are now in camp, several hundred 
strong. I hope you will obtain a correspondent. 
Write to anyone suitable. 

Eprra Prarzxy, Capetown.—As you 
will see, I have just heard from Miriam and am 
pleased to welcome one of her friends. | am 


lad to hear that ye ni és 
you enjoy “Young 


Welcome to the 


Your gift is very 


delighted to know that the certificate came safely 
to hand and that you obtained a correspondent 
through the Exchange. I am always pleased to 
hear from Palestinan members. Tell your 
friends to join the League. 

Harotp S. Ries, Liverpool.-I am glad you 
think the certificate ‘‘beautiful.’" I hope you 
will enjoy your holiday and that the weather will 
be kind. Perhaps your little brother will join the 
Leawue 


GIFTS TO FUNDS 
Sunshine Fund 


The League is endeavouring to raise the sum 
of £21 to provide an ultra-violet ray lamp for the 
treatment of the babies born in the Jewish 
Maternity Hospital, Underwood Street, E. The 
help of all readers, young and old, is invited :— 

Rene Atlas, 6d.; Estelle Fierstone, 3d. ; Harold 
Franks, 2s. 6d. ; Nursing Staff and four patients of 
Jewish Home of Rest (per Sister A. Susavitch), 
ids. 6d. ; Annie Stein, Is.; Ruby Waller, 2s. 6d. 


Total to date: £15 Os. Od. 


OUR CORRESPONDENCE 
EXCHANGE 


Correspondents are desired by the following : 

tene Atlas, 26, Church Lane, Whitechapel, 
E.1—14-15, living anywhere except England. 

Sandy Birkhahn, The Square, Bantry, Co. 
Cork, Irish Free State-—9-11, interested in stamp 
collecting 


Anita Kahn. 61. Joel Road. Berea, Johannes- 


burg—1I3-14, interested in Habonun, photo- 
graphy and all outdoor sports. 
Miriam Levine, Hermmru, Molteno Road, 


Oranjezicht, Capetown——14-16, lving im Canada 
or interests: music, dancing, drawing, 
reacing, films and sports 

Thelma Platzky, “Hill Top,”’ Forest Road, 
Oranjezicht, Capetown—14-16, lhving anywhere 
except British Isles and South Afmea, interests 
as above. 


| 


Once more I am setting one of our ever- 
popular Go-as-you-please Competitions. This 
gives scope to all the talents You Inay send in 
anvthing vou think you can do best, an essay, a 
poem, a drawing, a map, a piece of needlework, a 
collection of pressed ftlowers—anytinng. Prizes 
will be awarded in the various sections for both 
Seniors and Juniors. I would beg you to pay 
strict regard to the rules. 

RULES. 

1. All competitors must be members of the 
League, Juniors under 13. 

2. It is understood that each entry is the 
unaided work of the competitor. 

3. Each entry must be accompanied by the 
full name, address and age of the competitor, 
securely attached. 

4. Entries cannot be returned unless applica- 
tion is made in advance and stamps are enclosed 
for the purpose. 

5. Entries should be separate from a letter to 
‘‘Auntie,’’ but may be enclosed in the same 
envelope. 

6. Entries must be received on or before 
September llth. 


THE YOUNG ISRAEL LEAGUE 


HOW TO JOIN 


To join the League, fill in your name and 
address on the coupon to be found on this page 
and send it to “Auntie,” Office of Tug 
JEWISH CHRONICLE, 47/49, Moor Lane, London, 
E.C.2. New members receive a beautiful illu- 
minated certificate. “Auntie” would welcome 
a letter telling her all about yourself. 

Members of the “ Young Israel” League under- 
take “ To UPHOLD AND PROMOTE, BOTH PUBLICLY 
AND PRIVATELY, THE Brest TRADITIONS OF 
JUDAISM AND THE JEWISH PEOPLE,” 


YOUNG ISRAEL LEAGUE. 
MEMBERSHIP APPLICATION COUPON, 
Full Name 


Address 


August 7th, 1936. 
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BOARDING ESTABLISHMENTS, Etc.—Town and Country. 
The Kashrut of any of these Establishments is not to be implied by the appearance in THE JEWISH CHRONICLE of advertisements of them. ‘ 


PLACE, Completely Modernised Up-to-date 
HOVE Private Hotel. 


Telephone: ea Recently redecorated throughoat. 


Mre. HYAMS, Best Cuisine in the District and 
|_HOVE 2437. under Personal Supervision. 


COMFORT ASSURED! & Lofty, Spacious Bedrooms. 


PURE FOOD 

CUARANTEED! (Hot and Cold Water . . . Gas Fires). 

Ideally situated, practically on the sea front... Beautiful garden for use of residents 
~—and non-residents ... Extra special attention paid to visitors on special diet 
ORTHODOX. MODERATE TERMS. OPEN TO NON-RESIDENTS. 


Mr. & Mrs. Louis Hershman 


LOURAYN, 
COURT HEATH 


11, 12 & 13, Brunswick Terrace, 


BOURNEMOUTH 


Telephone. HOVE 3141 
at greatly reduced inclusive terms, 


SUPER SILENT LIFT TO ALL FLOORS. 
\ EVERY MODERN COMFORT . 
XCELLENT SERVICE = PERFECT CUISINE | | Brighton Stanmore Private Hotels 


‘ 16 & 17, REGENCY SQUARE, ‘Phone: BRIGHTON 199411. 
Write for tariff to Mrs. M. Stock. Phone: 766. Modern Orthodox Hotel. Every comfort. H. & C. running water. Facing Tenmis ne 


Lawns & Pier. Personal supervision. Mr. & Mrs. D. Jacobs. 


THODON MODERATE PRICES NO EXTRAS | 
SEA WATER BATHS NOW INSTALLED ON ALL FLOORS. 


MISS ADA COHEN 


THE g 
THE MERRIE MONTH | 
Ci ri h The “Merrie Month” might have been May, in England's yester- 
year. In modern times it’s August! And August at Torquay, 
at the sign of “THE SANDRINGHAM,” makes happiness a 
a oO t o i T foregone conclusion. Torquay admittedly is a delicious resort, 
orquay “THE SANDRINGHAM” makes it doubly agreeable. 
SUPERVISION OF THE KASHEU COMMISSION. Manager: R, MARRIOTT (Mareviten). “Grams: Sandringham, Torquas. 


TELEPHONE: MEADFOOT GARAGE 
ORTHODOX COURTS 
The HOTEL that is DIFFERENT. LUXURY Hotel with every modern convenience. Home-like atmosphere. Spacious 
LEE 
GARDENS SEA VIEWS. Bedrooms, all H. & C. water. ‘BUSES STOP AT ENTRANCE. 
= Secluded within two acres walled gardens, yet centrally situated. 5 minutes Sea, Shops, 


Personal Supervision. Mrs. H, TUFLE etc. Perfect Cooking. LAVISH varied MENUS. KITCHENS open for inspection. 


HAVEN HOTEL 


HAROLD RD., CLIFTONVILLE, MARGATE. 
The most up-to-date Jewish Hotel. 

2 Doors sea & Oval. H. &c. water in all bedrooms. Unrivaiied 

cuisine. Orthodox. Recommended. Moderate terms. 


Open to non-residents. 
"Phone: Margate 427 GARAGE. Prop.: L. Braham 


8709 
Prop. : Mrs. P. Lefcovitch 


al 


Facing Sea and Tennis Courts. 
H. & oc. water in every bedroom. 


(Situated on Sea Front) 


EDGAR RD. ‘Phone: Margate 1406. Props.: Mr. & Mrs. Walters COME TO THE SEVERN HOTEL FOR AN ENJOYABLE sean” 


The largest Jewish Hotel on the East Coast. Noted for its ne 
Most up-to-date Jewish Hotel. Exceptionally wy, beautifully furnished cooking. All home comforts. No extras. H. & C. water in all bedrooms. 
bedrooms, hot & cold ne water. Strictly Orthodox. Finest quality Facing sea and tennis courts. Orthodox. Personal supervision. 
liberal cuisine. Satisfaction and comfort positively assured. Tea served in Proprietress: Amelia Collier. 
our Continental lounge. Mod. terms. Now booking for the High Festivals. | ee rt tn 


SHANKLIN, Isle of Wight 
“CLIFF LODGE, "East Cliff Promenade, 


Delightfully situated overlooking beach. Own Tennis Court and 
Putting Green. Garage. Under Kedassa supervision. The only Kosher 
Guest House on the Island. Non-residents catered for. 


‘Phone: Shanklin 218. Prop.: Miss C. Goldstein. 


QUEEN’S COURT 


EASTERN ESPLANADE, CLIFTONVILLE. 


Directly facing Sea and Ova! Bandstand. Hot and cold running water 
in bedrooms. 


LIFT TO ALL FLOORS: 


Orthodox. Cuisine irreproachablie. Moderate terms. Tel.: Margate 148. 
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Frospectus on application. 


Mansfie 


47, Cromwell Ra., Brighton residence "arin th 
Boarding School for Girls 


organise a most interest- 

ing, instructive and enjoy- 

able vacation for giris of 
all ages. 


ESTABLISHED 1894. 


College 


Principals: Dr. NANCIE A. HART, M.R.C.S. (Eag.), L.R.C.P, (Lond), 


Telephone: HOVE 2886. 


FROEBEL DEPARTMENT under the direction 
of a Froebel Trained Mistress. 


Psychiatric Assistant to the East London Child Guidance Clinic, 
Member of the Royal Society of Teachers; 
Mrs. E. L. ALFANDARY. 


URRENDEN ROAD, BRIGHTON. 


Accommodation Strictly Limited. 


COLLEGE (for Boys 6-19). 


The Boarding School Parents have been, and are, seeking. 
Headmaster: J. HALEVY, M.Sc., assisted by a large staff of Un versity Graduates. 


ises, situated ina beautiful Park, have been designed on modern principles tn Education & Architecture. Panel & central heating throughout. 
Common Rooms, Laboratories, Gymnasium, Hall and Stage for dramatio prodaction. Playing Fields, Tennis Courts, Orchards, 
Varm. IN THE DECEMBER CAMBRIDGE SCHOOL CERTIFICATE EXAMINATION, ALL THE CANDIDATES OBTAINED CERTIFICATES EQUIVALENT TO MATRICULATION. 


Prospectus on application to Secretary. 


Telephone: Preston 3071 (2 lines). 


MACAULAY HOUSE COLLEGE 


CUCKFIELD, SUSSEX. (45 minutes Victoria). 
Exclusive Boarding Schoo! for Boys. 


$0 acres magnificent grounds. Own Synagogue Services. Fresh 
Farm Produce daily. All Examinations. Coached by Oxford M.A. 
Principal: Mr. P. COWEN. Telegrams & Telephone: 71 Cackfield. 


Girls’ College 


CUCKFIELD, SUSSEX. 


Where pupils receive an artistic, domestic and commercial education on 
modere lines in delightful surroundings. Each pupil personifies happiness 


and health. Numbers limited totwenty. Ages 6—16. 
Write for varticulars to Mra. P. Cowen, Principal 


Regent’s Park School 


Boarding & Day School. Preparatory for Public and other Schools for Boys and Girls 
between the ages of6 and 17. Run on Jewish lines. Moderate (fees. For particulars 


apply to Mrs. A, Schindler, Telephone: Hampstead 6423, 


Townley Castle School for Boys 


59, ETON AVENUE, SWISS COTTAGE, N.W.3. Primrose 0900. 
VACATION ACCOMMODATION & TUITION FOR FOREIGN BOYS. 


Principal: REV. S. LEVENE (Member of the Revel Society of Teachers.) 


MATRICULATION CLASSES. 


Orthodox Boarding School for Boys and Giris of all ages. 


Best-equipped Private School on the South Coast. Excellent food. Home comforts. Large Playing Fields. Gymnasium. Fully trained 
Teaching & Nursing Staffs. Ist-class Professional & Commercial Education. Hebrew & Religious Instruction. Special Kindergarten Section 


Distinctions and Honours at Pablic Examinations. 


Holiday Departm ent a received during vacation. 


supervision. References and Prospectus on aplication to the Principal: Mr. $. G. ELIASSOFF. 


11 & 25, Sussex Sq., Brighton. 


Telephone: BRIGHTON 1533). 
On Sussex Downs, overlooking English Channe 


SEPARATE GIRLS’ PREMISES. 
Dancing, Music, Cookery, Elocution, Deportment. 


instructive and enjoyable holiday. Cricket, Tennis, Sea and 
indoor Games, Dancing, Wireless, Billiards. Rambles and Motor Tours. Constant 


LAUSANNE—SWITZERLAND 


and Dietetic standards. Sport. 


Pensionnat Bloch 


Commercial and Housekeeping courses. First-rate Hygienic 


Fine Grounds. Summer and Winter holidaysin the Alps. Prospectuses. References. Principals: Mmes. M. 


Bloch, Officier de l'Instruction Publique and B. Bloch, Members of the Lausanne Association of Boarding Schools for Young Girls. 


Boarding School for Girls. Established in 1908. The Sclhiool where everything is always made to keep up with the latest methods of 
Education. Fully trained qualified teachers. Home comforts. Languages. Art. 


BOARDING ESTABLISHMENTS, Ete. 


The Kashrut of any of these Establishments is not to be implied by the 
appearance in THE JEWISH CHRONICLE of advertisements of them. 


**“Saville House,” 
31, 33, 35 & 37, SAVILLE ST. 


Walton-on-Naze 


Kesher Board-Residence by the sea. Ideal for health or pleasure holidays. Sep. tables. 
Well recommended. 


‘Freit @ kitchen garden. Garages and car park on premises. 
Moderate terms. Bookings from August 16th. Tel.: WALTON 87. D. SHUSTER. 


Westcliff-on-Sea HOLLAND Roap. 


SOUTHEND 3419. 


COURT HOTEL 


STRICTLY KOSHER. MAIN ENTRANCE ON SEA FRONT. 


Large dining hall and lounge. Hot and cold water in all bedrooms. 
ABRAHAMSON’S 


Wesicliff-on-Sea HOTEL. 
Eversley,” 23, Palmerston Road. 
Close to sea and Station. Strictly kosher. Newly decorated lounge and dining rooms 
Well recommended tor its excellent cuisine and cleanliness. Moderate terms. Under 


personal supervision. Write or ‘phone: Southend 49069. 


Westcliff-on-Sea GLEN HOTEL, 


Statio 
Visitors, Southend 2782. Management. 3510. 


Lamerious Orthodox Hotel. All bedrooms first floor, Hot & | 
throughout. Non-residents catered for. Mrs. H, 


in Great Britain for the ‘’roprietors by the 


FOREIGN 


Blankenberghe 178 Digue de Mer 
Hotel_-_WERZBERG~— Pension “ws 
COME TO BLANKENBERGHE. Under Rabbinical supervision. 


rates for the holidays. Running water in all rooms. 


Blankenbergh 
enper © (setcium) 72. Didue du Mer. 
KOPLIK & KATZENELENBOGEN. KOSHER. 40 luxurious bedrooms. H. & ¢. 


water. Perfect service. Best Jewish cuisine. Every home comfort. From Aug. 15th 
to Sept. 15th: 9/-, service included. 


Blankenberghe, Belgium 


SILBERSTEIN-HOTEL. DIGUE 140. SEA FRONT. 


BOOK NOW, Strictly 7S. Every home comfort. 
All rooms with hot and cold running water. 


Special cheap 


Engelberg, Switzerland 


Switzeriand’s Most Popular Holiday Health Resort. 100 beds with coa- 
venience, run. water, baths, tennis courts, concerts in our Park. Evening 
dances in our Bar. Prices from 12/- upwards. (Same house in Montreux). 


Ostend HOTEL - RESTAURANT HAIM, 

ino 51, Rue Royale. ist class. 

many Mo lern improvements. All comforts. Bathrooms. H. &c. 

pen all year round. Tariff gladly sent. Under supervision of the 
Rabbinate of Antwerp, Prop.: Mmes. Haim and Serafinoft. 


Scheveningen, Holland 


HOTEL KE 
Strictly Kosher. Beautifully 


REDUCED PRICES. 


Highly recommended. 


Bele Agents for AUSTRALIA and ZEALAND: 


BTWAY (1930) Litp,, 11-21, Emerald Stree 
Gordon and Goteh Ltd.: and for Soura AFRICA; Central News Age 


t, London, W.C.1, and Publis 
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